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The 
Finest 


This is the A.S.R. Surgeon’s Blade with the ultra-keen ‘Command Edge.’ 
It represents the highest achievement of fifty years of precision craftsmanship . 
a blade so true, so precise, so perfectly balanced that it literally becomes a part of the 
surgeon’s hand. Many leading surgeons report that the keen, durable 
A.S.R. Surgeon’s Blade withstands incisions normally requiring three or four blades... 
saving many precious minutes of operating time. 


1. A.S.R. Surgeon's Blades get double 2. ...and are then hermetically sealed 
protection against moisture. They in aluminum foil. Can be stored 
ore first wrapped in heavy wax paper for years and still retain matchless 
é uniformity and keenness. 


A.S.R. A. S.R. 

Double Edge Razor Blades Se fi Sanitary Utility Protector 

(for hospital use ) ty an Has & practical uses, among them: 
Same superior steel—same * Bedpan Cover 
technical excellence as A.S.R. Cover 
Surgeon’s Blades. 
Fit any standard double edge 
razor...Convenient packs of 100. 


* Urinal Cover 

* Bedside Nursing Bag 

* Douche Tray Cover 

* Glove Case for 
Autoclaving 


SURGEON’S BLADES with the ‘Command Edge’ 


fit all A.S.R. and all standard surgical blade handles 
PRECISION PRODUCTS 
A.S.R. HOSPITAL DIVISION, AMERICAN SAFETY RAZOR CORPORATION, BROOKLYN 1, NEW YORK 
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One Nurse Does the Job of Many ° 
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Nurses are enthusiastic about the Hausted intra- 
venous attachment. You don’t need an extra 


nurse to handle patient transfers. even when 


giving intravenous. 


The Hausted “Easy Lift” Wheel Stretcher 
Enables One Nurse to Move any Patient 


Just fifteen seconds — and even the smallest nurse or attendant 
can transfer the heaviest patient from wheel stretcher to bed it 
she uses a Hausted “Easy Lift. This unit saves time and money 
for hospitals because one nurse does the job of many. With this 
unit no physical exertion is required of hospital personnel — the 


stretcher does all the work. By turning one control the patient is The Hansted Wheel Stetcher wos dusigned to 
meet every need — and it does. A simple 


transferred from stretcher to bed, quickly, easily and safely. The anh tie 
Hausted stretcher, available in Silver-Lustre, easily adjusts to the a patient in Trendelenburg iti 

height of any hospital bed — it is 72 inches long and 26 inches 
wide. THE HAUSTED “EASY LIFT’ STRETCHER IS IDEAL FOR 
USE IN POST-ANESTHESIA AND RECOVERY ROOMS. 


| GET THE HAUSTED FACTS NOW! 


Contact your Hospital Sup- 
ply Dealer or write us 
direct for descriptive liter- 
ature and prices. 


The Hausted stretcher quickly adjusts to the 


Fowler position. One piece of equipment does 
bose ae all the jobs of patient transportation needed. 
, Safety side rails and restraining straps are 


important features. 


PAT. APPLIED FOR 


HAUSTED. 
MANUFACTURING COMPANY 
MEDINA, \OHIO \ 


HAUSTED 


WHEEL STRETCHERS 
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Listed by Underwriters’ Laboratories, Inc. for use in 
hazardous locations containing ethyl-ether vapors. 


Equipped with Aerovent Valve for auto- 
matic overflow protection. 


NO. 930 
SUCTION UNIT 


HERE'S THE TRULY 
SAFE, TROUBLE-FREE UNIT! 


Zero to 25” of accurately 
controlled suction for your 
scores of operative needs — 
without fear of explosion 
—without danger of an 
over-filled suction bottle 


and pump damage — years 
and years of such reliable, 
convenient service — that’s 
the superb value progres- 
sive hospitals are getting in 
the Gomco No. 930 Suction 
Unit! Have your dealer give 
you the facts. 


& ETHER UNITS 


HOSPITAL TOPICS AND BUYER'S GUIDE 


den 
Wap 
7 
ar 
Si 
= 
| 
| 
| 
2 . 
4 
= 
7 
OMC 
: 
CTURING 
Fe 
Ferry St., Butfal ‘ 
: 
: 


ews ef ter 


<4 The National Production Authority announced officially that July 1 will be the starting date 

for the “controlled materials plan,” governing apportionment to industry of steel, copper, and 
aluminum. First allocations have been made for hospital and school construction. The system is 
to be instituted one month earlier and June allocations for hospital construction alone are 
16,465 tons of steel; 1,386,000 pounds of copper and alloys and 168,000 pounds of aluminum. 


<4.A new government publication, “Industrial Health and Medical Programs,” is a comprehen- 
sive reference of history, essays, practical guides and statistical tables on industrial health of 

all phases. It covers absenteeism, occupational hazards, types of plant medical services, 
professional personnel, record-keeping, medical care plan coverage, etc. A dollar, sent to the Supt. 
of Documents, Washington 25, D.C., will bring it to you. 


<4 Limiting factors pertaining to the level of federal support, difficulties encountered in obtaining 
construction materials and the limited availability of trained hospital personnel were the explanations 
of the appropriations committee regarding its decision to hold the Hill-Burton level to $75 million 
in 1951-52. 


<4 The House has voted restrictions against propaganda activities of Federal Security Administra- 
tor Oscar Ewing in behalf of socialized medicine. The House first voted to cut $229,000 from his 
Washington office operating fund and then adopted another amendment barring the use of 

any funds in the labor department federal security appropriation bill for “publicity or propaganda” 
activities not previously authorized by Congress. The House then passed the $2,641,206,.361 
appropriation bill, and sent it to the Senate. 


<4 Health conditions among migratory workers are worse than statistics indicate, according to the 
188-page report on the nine-month investigation by a special commission named by the President. 
Among its recommendations were: make social security grants to states on condition that no 
indigent be denied medical care because he lacks legal residence; certify that migrants will 

be admitted to local hospitals on essentially the same basis as permanent community residents; 
and amend the Public Health Service Act, if necessary, to permit matching grants to states in 
order to conduct special health programs for migratory farm workers and their families. 


<4 Shortages of supplies and personnel and other problems have greatly increased attendance at 
every recent hospital convention. Good convention programs and “just talking things over 

with the other fellow” are paying dividends. Be sure you reserve your hotel accommodations 
early for meetings you will want to attend. 


<4 If you know or can reasonably estimate your hospital needs for fall, it would be wise to place 
your orders now. 
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Nurse 


Men of the United States Air Force...look up to 

the Air Force Nurse with admiration and affection. 
Air Force men on the mend after wounds and 

illness respect the gallant women who serve with them. 


These nurses, giving their best to the Air Force, 
follow interesting and challenging careers 

as commissioned officers with good pay and 
allowances. That is one of many 

reasons why nursing is one of the most 
rewarding of Air Force careers. 


You can have such a career as 

an Air Force Nurse . . . with chances 
for post-graduate training in 
anaesthesia, operating room 
management and techniques, nursing 


administration, neuropsychiatric 


nursing and other fields. Nurses 
already trained in these fields are 
needed, too. Some... with special 
qualifications . . . may train 

as flight nurses. But a// Air Force 
Nurses are lop-flight nurses. 


Find out for yourself... write to 

The Surgeon General, U.S. Air Force, 
Washington 25, D. C., Attn: AFCSG- 
Dept. 4 for details . . . and a copy of 
the Booklet, “Career With a Future.” 


H] S ‘ A | R FQ R ( F nities exist also for physicians, dentists, 
physical therapists, occupational 


therapists, dietitians, and medical 


% * allied scientists. For details write The 
“ } Surgeon General, United States Air 


Force, Washington 25, D. C. 
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Abert 
G. Haln 


Administrator 


Protestant Deaconess Hospital 
Evansville, Indiana 


NE of the most active and capable men 
in the field of hospital administration 
is Albert G. Hahn, Administrator, 


Protestant Deaconess Hospital in Evansville, 
Ind. 


Well-known among hospital people through- 
out the country for his friendly and cheerful 
manner, Dr. Hahn has boundless energy and 
enthusiasm which he distributes to many chan- 
nels. 


Administrator at Protestant Deaconess since 
1922, Dr. Hahn has been very active in the 
Indiana State Hospital Association. He served 
as its president from 1928-30 and has been the 
Executive Secretary since 1933. 


Since 1937 he has served as Executive Di- 
rector, American Protestant Hospital Associa- 
tion. 


One of the large hospital meetings of the 
year—the Tri-State has had Dr. Hahn as 
its able Executive Secretary since 1937. 


Dr. Hahn is a charter fellow of the Amer- 
ican College of Hospital Administrators and 
is a member of the American Hospital Associa- 
tion. 


He is vice-chairman of the State Board of 
Health Hospital Regulating and Licensing 
Council for Hospitals in Indiana. Director of 
the Y.M.C.A. in Evansville, he is also a mem- 
ber of the Kiwanis Club. 


In 1949 Evansville College awarded him an 
Honorary degree of Doctor of Humanities. 

Dr. Hahn is married and has a son, Jack 
A. L. Hahn, Administrator, Memorial Hospital, 
Fremont, Ohio. 
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he Vows 


Ends 44-Year Career as OB Nurse 


The first wail of 104,988 babies has been heard by Miss 
Mable C. Carmon during her 44 years as birthroom super- 
visor of the University of Chicago Lying-in Hospital and 
Dispensary. Her long and spectacular career in obstetric 
nursing came to a close April 1, when she retired. 

Miss Carmon is herself, the personification of the his- 
tory of obstetrics. She has seen the rise of an ignored 
branch of medicine to one with scientific and professional 
esteem—largely through the efforts of Dr. Joseph B. DeLee, 
one of the great obstetricians and founder of Chicago 
Lying-in. 

Miss Carmon’s obstetrical career began when she went 
to work for Dr. DeLee in his dispensary and lying-in 
hospital. She has witnessed the results of a nation-wide 
campaign among doctors and nurses for a safe childbirth 
for mother and baby. She has watched the high mortality 
rates drop through the years to the point that scarcely a 
mother’s life is lost and only an occasional baby dies. 

A great tribute to Miss Carmon’s work are the 6,864 
post-graduate nurses and student nurses, wearing the 
Lying-in pin, who have learned her birthroom technic and 
taken it to the far corners of the globe. Internes and resi- 
dents totaling at least 1,022 and 6,167 University of Chi- 
cago medical students have had the privilege of working 
side-by-side with her. - 


Pamphlet Aid to Hypertension Sufferers 


A new pamphlet, “Your Blood Pressure and Your Ar- 
teries,” tells what precautions are necessary and gives 
good advice to the 20 percent of the adult population who 
already have high blood pressure or hardening of the 
arteries. 

The scope of these patients’ activities has been redefined 
and broadened. For many sufferers, new medical develop- 
ments have outmoded invalidism, says Dr. Howard B. 
Sprague, President, American Heart Association. 

Dr. Sprague asserted that tensions of our times will 
take their toll of our manpower in industry, business and 
government unless the persons under pressure take 
precautions. 

The pamphlet, written by Alexander L. Crosby, was 
published by the nonprofit Public Affairs Committee, 22 
East 38th Street, New York City. 


Prepare Masks for Biological Warfare 


Masks for protection against germ as well as gas warfare 
are being developed by the Navy Medical Bureau. 

The masks will be made available to civilians who reside 
or work in or near the most likely targets of chemical or 
biological warfare according to Comdr. Frank R. Philbrook, 
deputy director, preventive medicine division, Navy Medi- 
cal Bureau. 

Comdr. Philbrook also disclosed that training for de- 
fense against biological warfare has been started among 
key personnel of several federal agencies. 

Comdr. Philbrook said that biological warfare should 
not be considered as a means of mass destruction compara- 
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ble to atomic warfare. He listed two methods by which 
germs could be spread; open or overt attack by material 
sprayed from planes or released from missiles, and covert 
application by saboteurs. 


In Washington, the Federal Civil Defense Administration 
has just released a booklet, “What You Should Know About 
Biological Warfare” which outlines possibilities of attacks, 
the different types and suggested public means to combat 
them. Copies of the booklet are being distributed through 
state and local civil defense organizations. Individual or bulk 
copies may be obtained from the Superintendent of Docu- 
ments, Government Printing Office, Washington 25, D.C. 


Transplant Cow Embryo Successfully 


Experiments at the University of Wisconsin and the Amer- 
ican Foundation for the Study of Genetics have success- 
fully transplanted a 5-day embryo from one cow to another. 

The mother had to be slaughtered at the 5-day stage 
and the second cow had to be brought to the same stage 
as the first in the reproductive cycle. 

The second cow bore the calf at the normal time. The 
calf carried the same heredity qualities as the first mother 
and had the same color markings. Blood test strengthened 
this evidence. 


Poppy Day Funds Benefit these Children 


Some two hundred children are being cared for at the 
V.F.W. National Home, Eaton Rapids, Mich., with all 
the normalcy and affection which a real family would pro- 
vide. The home was built and developed and is maintained, 
solely by the Veterans of Foreign Wars and its Ladies 
Auxiliary. 

The annual sale of Buddy Poppies which begins a 
week before Memorial Day helps to make this home pos- 
sible. Give what you are able. 


(Continued on page 8) 
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1, A superior hexachlorophene soap for surgical scrub 


GAMOPHEN, 2. Antiseptic with cumulative bacteriostatic action 
ns taste haitad 3. Accepted by the A.M.A. Council on Pharmacy and Chemistry 
hexachlorophene, 


mare 4. An adjunct in treating pyogenic infection 


through surgical 5. Non-irritating—Mild—Economical 


supply dealers 


ETHICON SUTURE LABORATORIES, INC. 
NEW NEW JERSEY 


R Full-Size (2 oz.) Bar 
(May be pasted on Penny Post Card) 
ETHICON, New Brunswick, N. J. Dept. HT-55! 
Please send Gamophen Soap and Literature 


NAME 
(M.D. of R.N.) 


STREET 


STATE 


Limited to Profession in U.S.A 
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SCANNING THE NEWS continued 


Devise Safe Introduction of Fat into Blood 


A new method of safely introducing fat into the blood 
stream was recently described by Dr. Frederick J. Stare, 
head of the nutrition department, Harvard’s Boston Medi- 
cal School. 

Some of the 300 persons who have been given fat 
intravenously have shown remarkable results. 

The process is much like homogenization of milk. 
Globules are broken up so fine that no masses exist to 
obstruct blood vessels and sterilization destroys any pyro- 
gens that may be present. 


Negro Doctor Shortage Laid to Fund Lack 


The shortage of Negro physicians was laid to the fact 
that Negro colleges apparently cannot supply enough 
qualified students because of the lack of funds for educa- 
tion of Negroes by Dr. C. W. Buggs, chairman, division 
of natural science, Dillard University, New Orleans. 

Dr. Buggs and Dr. Peter Marshall Murray, member 
of the House of Delegates, A.M.A., spoke at a committee 
meeting of the United Negro College Fund recently in 
New York. | 

Dr. Murray said that of our 176,000 doctors only 4,000 
or two percent are Negroes. Although Negroes comprise 
eight percent of the population. He said only 100 to 200 
Negroes enter the profession each year. 

Dr. Buggs suggested a broad expansion program for 
Negro colleges along the line of good pre-medical programs 
such as reading and mathematics clinics, more trained 


teachers, smaller classes and more and better equipment 
in science laboratories. 

The United Negro College Fund is campaigning for 
$1,500,000 for 32 member colleges. 


Osteopathic Schools Get Teaching Grants 


For the first time, teaching grants have been awarded to 
two colleges of osteopathy under the U.S. Public Health 
Service Program of aid to professional schools. 

U.S. Surgeon General Leonard Scheele said “In award- 
ing these grants, we are recognizing the plain fact that 
many cancer cases are seen for the first time by osteopaths.” 

But to the country’s 11,299 licensed osteopaths who 
have frequently been given the cold shoulder by public 
health officers as well as medical physicians, the decision 
meant recognition of a wider scope. 


Blood Bank for Dogs Used in Experiments 


The University of North Carolina School of Medicine’s 
department of pathology has a dog blood bank, designed 
for saving lives of dogs stricken with hemophilia. 

A case of hemophilia was discovered in a pet dog. 
Since then, it has been possible to breed a race of hemo- 
philic dogs for study. 

Drs. Kenneth M. Brinkhouse, John B. Graham, and 
George Pennick have found that (1) dog hemophilia is 
indistinguishable from human. (2) in dogs the disease 
is transmitted by heredity also, but a hemophilic mother 
transmits it only to her male offspring. Females only 
become carriers. 


What makes a Proper Blood Solvent and Cleaner for Surgical 
Instruments and Apparatus, and Clinical Laboratory Glassware? 


C1) It must really cleanse—not merely wash—and be mild enough not to harm 


delicate instruments or tender skin. 


* Saving No-SCRUs Cleane’ 
“ey 1, 

4 Apporatus and instrume 


It must be readily and completely soluble in hard or soft water 


at ordinary temperatures. 


It must be quickly and completely rinseable and leave a surface free of original soil. 


It must perform a thorough, quick cleaning job and it must be equally 
effective on instruments and apparatus made of metal, rubber or glass. — 


WHY HAEMO-SOL? THE ONLY PRODUCT MEETING ALL THESE REQUIREMENTS NENECKE & COMPANY, NE 


Vorich Street, New Yor ™ 


HAEMO-SOL is an original product chemically formulated to meet 
exacting Operating Room and Laboratory needs. Contains no tri sodium . ot ; 
phosphate, sodium meta silicate or caustic material likely to cause microscopic pitting of stainless steel. 


Write for 
literature 
ond somples 


Prices | 12 cons 
per | $5.40 each 


5 |b. 
6 cans 
$6.08 each 


1-5 cons 
$6.75 each 


tfaemo-Sol rinses absolutely clean, leaving no trace of any deposit or residue that may afford surface 
protection to bacteria and allow survival through autoclaving or other sterilization. Reusable!—Haemo- 
Sol’s potency is unaffected by repeated usage. 


Serving The Hospitals Of America For More Than Fifty Year 
225 Varick St., New York 14 ¢ 736 E. Washington Blvd., Los Angeles 
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SEEN CLOSURE SUTURES 


: 
= 
e * 
2 
oy 
Jp 
: 
*T.M: 
pe 


One temper t 


ATRALO 


Wy 


| 
CONVENTIONAL 


Cross-section of swaged end of Ethicon Seamless Needle. End is 
drilled and threaded. Suture is screwed in position. Needle is 
cold-pressed to establish absolute grip on suture. 


GREATER STRENGTH Re FOR ABDOMINAL CLOSURE 
LESS BULK FROM EVEN-TEMPERED STEEL : ; ‘ 3 SiX NEW NEEDLES SERVE MOST ALL USES 
Surgeons are offered new refinements and 
dependability in use in the Ethicon Seamless 
Swaged Needles. 


For Ob., Gyn. and general closure, sutures 
swaged to eyeless needles are winning 
acceptance through their many benefits. 
Their exclusive design is based on a new 
construction principle, devised by Ethicon 
engineers and metallurgical consultants 


The Ethicon Seamless Needle draws a single 

strand of suture through the tissues, with 

- minimal tissue trauma and added speed and 
The surgeon gets a needle with an unbroken fest ease of use. The Seamless Needles have 
surface from end to end, without brittleness 4 ee ; ; uniform curvature and improved cutting 
or soft spots. The process permits complete <A ios : points with constant sharpness. They are 
control of every stage of manufacturing a eat hand-honed and individually inspected. 
Uniform strength of the steel is maintained Fewer sizes and varieties are needed. Time 
by the electrical method of tempering the eo of nurses Is saved in release from threading 
needle. The result is a smaller diameter, . eae f and in preparation of sutures requested 

" yet stronger needle with optimum flexibility ™~ ve : by the surgeon 


and maximum stiffness. After extensive research in surgeons’ 


The shorter swage permits a longer, more 1 ; preferences, Ethicon designed the 6 needles 
useful flat area which also does not turn in ES fey ‘ 4 shown at the left, which meet the 
the needle holder. bat _ requirements for 80% of the needles used 


in abdominal closure. 
As the illustrations above show, the 


Ethicon Seamless Needle is free from the These needles are swaged to Ethicon's 
possibility of rough seams, often found . : ; Tru-Gauged, Tru-Chromicized Surgical Gut, 
in the conventionally swaged needle. noted for its strength and flexibility. 


ETHICON SUTURE LABORATORIES 


INCORPORATED 
Suture Laboratories at New Brunswick, N. J.; Chicago, Il!.; Sao Paulo, Brazil; 
Sydney, Australia; Edinburgh, Scotland 
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When your cardiac or other patients requiring salt 
restriction find that the flavor of salt is essential 

to their enjoyment of food, Neocurtasal — sodium-free 
salt substitute —will give the desired salty tang 

to otherwise ‘‘flat’’ foods. 


Neocurtasal is completely sodium-free. It contains 
potassium chloride, ammonium chloride, potassium 
formate, calcium formate, magnesium citrate 

and starch. Potassium content 36%; chloride 39.3%; 
calcium 0.3%; magnesium 0.2%. 


Available in 
convenient 2 oz. shakers 
and 8 oz. bottles. 


Write for pad of diet sheets..... 
me 


Yorn, N.Y. Winosor, 
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enicillin 


(in the new Drain Free Vial) 


For optimal control of infection, Penicillin S-R, com- 
bining soluble and repository penicillin, provides 
higher initial levels more rapidly attained, plus higher 
maintenance levels more effectively prolonged. The 
high therapeutic efficacy of Penicillin S-R is enhanced 
by these practical advantages: 


- easier to prepare .. and to inject 


- complete absorption with minimal pain 


- new Drain Free Vial prevents wastage 


*Drain Free Vials: Penicillin S-R is supplied in Drain 
Free vials which prevent wasted dosage due to the 
“glass clinging” properties of the contents. When dil- 
uent is added to the contents of the vial, the resulting 
suspension does not adhere to the glass, and the 
physician is assured of obtaining all of the contents of 
the vial. Each Drain Free Vial is treated with an inert 
chemical compound which is non-toxic and provides 
a water-repellent surface to the glass. 


Penicillin S-R (Parke-Davis procaine penicillin and buffered crystal- 
line penicillin for aqueous injection) is supplied in one-dose (400,000 
units), five-dose (2,000,000 units), and ten-dose (4,000,000 units) Drain 
Free Vials. When diluted according to directions, each cc contains 
300,000 units of crystalline procaine penicillin-G and 100,000 units of 
buffered crystalline sodium penicillin-G. Also available with 1.0 Gm. 
dihydrostreptomycin (as the sulfate) per dose. 
CA 
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Kansas City 


on LINCOLN NEBRASKA 

90 DAYS COST An exhibit set up by T. J. McGinty, 
Administrator, Lincoln (Neb.) Gen- 

> eral Hospital, vividly brought home 
the loss a hospital suffers through 
needle breakage. The panel on the 
left represents breakage by nurses and 
aids over a 90-day period. The hos- 
pital estimated that it is not over 
50% of actual breakage. The panel 
to the right shows cost of breakage to 
the hospital over the 90-day period— 
a total of $568.35, an annual loss of 
$2,273.40. Studying the display are 
left: Frances Balen, purchasing agent, 
Bethany Hospital, Kansas City, Kan., 


and right, Mrs. Bessie Spivey, Emer- 
also of Bethany 


al] 


gency Superviser, 
Hospital. 


Over-ali view of the annual — 

banquet. 
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Dinner honoring the Catho- 
lic Sisters. 


o 0 r -West ospita ssn eetin 
hotos from Mid 


Above: Having a good time over the whole thing are fromDonalda N. Smith, Executive Housekeeper, University Hospi 
Donalda N. Smith, Executive Housekeeper, University Hospital, Cleveland; Ruby Wilder, Executive Housekeeper, Lake- 
wood Hospital; R. B. Crawford, immediate past president of the association and Alta M. LaBell, Executive Housekeeper. 


HIO hospital people gathered in. Cincinnati recently 
for the annual Ohio Hospital Association Con- 
vention. They were presented with a varied and 

well rounded program with discussions on nursing serv- 
ice; maintenance and construction; finances; current hos- 
pital problems and committee reports. 

Before the meeting adjourned, Frank C. Sutton, M.D., 
administrator, Miami Valley Hospital, Dayton, was _ in- 
stalled as president and Mary C. Schabinger, superintend- 
ent, Detwiler Memorial Hospital, Wauseon, Ohio was elected 
president-elect. Here is a brief report of the convention. 


Training Auxiliary Personnel 


Alberta Lang, Assistant Chief, Nursing Education, VA 
Center, Dayton — A training program for auxiliary per- 
sonnel is important to provide adequate nursing service 
today. Through lectures and demonstration the aide is 
taught the principles of good patient care. The most 
valuable teaching is gained through demonstration of a 
procedure followed by practice on the ward. 

Frequent conferences should be arranged to work out 
difficulties. 


Program in VA Hospitals: 


Aides are assigned to an orientation ward for two or four 
weeks and enrolled in the Basic Course of Instruction for 
Hospital Aides in General Medicine and Surgery. The 
course includes a minimum of 60 hours of instruction in- 
cluding lectures, demonstrations and return practice. A 
procedure check list for each trainee is available to the 
Head Nurse so she may know the extent of his training 
and can coordinate his assigned duties after completion 
of his basic instruction. An additional period of three 
months is provided for continued supervised practice. 
Upon assignment to other services, the aide is enrolled 
in a training course to acquaint him with the specialty. 
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Nursing Service—Administrator’s Viewpoint 


Elmer W. Panl, administrator, The Flower Hospital, Tole- 
do — The acuteness of the nursing problem today is not 
only the shortage of enough nursing personnel to staff 
newly created or planned facilities under the Hill-Burton 
Act, but even worse, hospitals with waiting lists are forced 
to close down wards or limit admission because they lack 
adequate nursing service. 

In light of recent studies made, there are two paths 
we can follow —either quickly and radically improve 
and broaden our nursing education program in order to 
attract, hold, and create enough graduate nurses to meet 
the increasing demand or we must find some better way 
to utilize services of the limited supply more efficiently. 

The administrator must create organizational pol- 
icies and a functional framework which is conducive to 
efficiency. From there on the nursing profession has to 
recognize that they have a moral and professional obliga- 
tion to carry the ball whenever it is possible to do so. 

Five areas of responsibility exist for both sides. 


Administrator's Responsibility 


1. Establish working schedules that provide reasonable 
and regular hours of duty arranged to permit normal 
living conditions and on such a basis as to attract trained 
persons not now employed. 

2. Establish compensation and personnel policies which 
compare with like positions and which provide premium 
pay for undesirable shifts. 

3. Through moral persuasion, sound salesmanship, the 
furnishing of cash scholarships and paid leave of absence, 
encourage worthy graduates to prepare for supervisional 
and educational responsibilities and advancement. 

4. Create and enforce administrative policies in respect 
to admission and discharge of patients and the accommo- 
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dation of their visitors that will be fair to nursing serv- 
ice. 

5. Take the time to recognize and to express sincere ap- 
preciation for a job well done. 


Nursing Service Responsibility 


1. Give a reasonable return in service in recognition and 
appreciation of the investment in time and money made 
by the hospital in your education. 

2. Provide interested, intelligent, skillful, up-to-date nurs- 
ing service. 

3. Evidence a more complete recognition that nursing 
care must be provided 24 hours a day, seven days a week. 
4. Cooperate to effect teamwork, not only among the 
various nursing personnel, but with all departments. 

5. Recognize that to improve and expand nursing serv- 
ice it must have leadership and that leadership has to be 
developed within the ranks. 


Economic Trends for 1951 and Hospitals 


T. G. MacGowan, Director, Marketing Research, Firestone 
Tire and Rubber Co. 
tinue on a high level, and any slowing down resulting from 
cutbacks will be localized in certain industries and, in 
its general effect temporary and not serious, although pri- 
ces in some fields will be adversely affected for a time. 
Employment will be at record breaking levels in the 
civilian economy, with the nation’s wage bills steadily 
rising without much effective control. Shortages of work- 
ers will contribute to the upward pressure of wage levels. 
Many areas and industries will see acute manpower prob- 
lems. The civilian labor force will expand, and be aug- 
mented by large numbers of women and old people. Prices 
will not rise as fast or as far as wages, but the controls 
-even if intelligently conceived and administered — can- 
not possibly offset completely, or more than temporarily, 
the inherently inflationary tendency of this defense prep- 


Over-all business activity will con- 


aration period. But taxes on individuals will not be 
greatly or quickly increased and continued liquidation of 
consumers’ quick assets will continue despite tightening 
of consumer credit. Thus buying power after basic liv- 
ing costs and taxes will still be very high, with favor- 
able implications for the service industries and the luxury 
lines. 


Above: Two representatives of Doctor's Hospital in Cleveland 
Heights, are Mrs. Louise Rode, Purchasing Agent and Patricia 
O'Brian, Assistant Superintendent of Nurses. 


Since the great hospital industry stands at the head 
of the service field, it would seem bound to prosper in the 
sense of having great and increasing calls upon it by the 
public. People will have money for hospital service. And 
in spite of the price situation it would seem that donors to 
‘hospital building programs would be well about to meet 
their pledges and obligations. 


Economy of Operation 


A. F. Frampton, Director of Maintenance, City Hospital 
of Akron— With shortages of materials and slow de- 
liveries it is increasingly important to keep equipment in 
good order with as little repair and replacement as pos- 
sible. The best way to do this is to establish a good pre- 
gram of preventive maintenance: 


There are several steps to be taken to achieve a pro- 


gram of preventive maintenance 


1. It is necessary to have enough qualified men to serv- 
ice and inspect the equipment. 

2. The men must be organized so that each knows his 
duties and when they are to be performed. 

3. There must be regularly scheduled servicing and _ in- 
spections of all equipment. 

4. Adequate supplies of materials and parts must be avail- 
able. 

5. Have a well equipped maintenance shop with all tools 


(Continued on page 39) 


Below: Having a friendly conversation are these administrators: unidentified lady; Wayne Foster, Holzer Hospital, Gal- 
lipolis; Blenda L. Frisk, Memorial Hospital, Piqua; Kenneth Shoos, Cleveland Clinic; and R. M. Bochmeyer, Aultman 


Hospital, Canton. 


{ 
f 
13 


@ COURTLAND PLASMA can be liquefied faster. By actual 
test, it goes into solution in a matter of seconds! It is fresh. 
It is prepared from live donors, not from stored blood. 
® COURTLAND PLASMA is gasier to use. Each package of 
250 cc. or 500 cc. includes an administration set, lacking 
only the needle. It has a shelf-life of five years. It can be 
stored for emergency use. 

@ COURTLAND PLASMA is the gnly plasma providing a 
stopper with built-in filter. It eliminates cleaning and 
sterilizing after administration. 


AVAILABLE IN 3 SIZES 
THROUGH ANY AMERICAN OFFICE 


COURTLAND PLASMA is available in 50 cc., 250 cc., 
and 500 cc. units. Prepared under National Institute of : 
Health specifications, it is rapidly frozen, dehydrated under Cvt-away Plasma Bottle {iopper shows 
high vacuum (lyophilized) and sealed under vacuum the fine mesh filter. Afters estoration to 
in the dispensing container. A bottle of distilled water vid state, plasma passes? shrough hole 
and complete, sterile administration set are included in glass tube “A” and a hs LAs filter. 
in each 250 cc. and 500 cc. package. 


AMERICAN HOSPITAL SUPPLY CORPORATION 


GENERAL OFFICES e EVANSTON, ILLINOIS 
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racts 2,000 Physicians 


ROM all corners of the nation, physicians flocked 
to San Francisco to attend the 1951 Scientific 
Assembly of the American Academy of General 

Practice. Nearly 2000 doctors, in all, were on hand for the 
four-day meeting. Some of the highlights of the assembly 
are reported here. Plans were made for the 1952 Assembly 
which will be held in Atlantic City, March 24-27. 


President Tells of Aims of Practitioners 


Stanley E. Truman, retiring president, A.A.G.P., Oakland, 
Calif. — A survey made during the past year on a care- 
fully chosen sample of the Academy’s membership re- 
vealed some very significant facts. 


The average member of the Academy lives in a com- 
munity of from 50,000 to 100,000 population. 


He has been in practice for 15 years and is about 41 
years old. He works an 11-hour day, 300 days a year, and 
sees 25 patients each working day. He devotes five hours 
a week to charity services and spends 28 days every year 
attending postgraduate courses, medical meetings, and 
hospital staff conferences. 


Above: Immediate Past-President, Stanley R. Truman (right) 
passes the gavel to incoming President, J. P. Sanders at the 
annual banquet. 


The average member belongs to the active medical 
staff of at least one hospital in his community — only three 
percent have no hospital affiliations, 

Fourteen percent of the members handle no obstetric 
cases, but the average delivers 44 babies a year. 


The Care of the Dying 


Walter C. Alvarez, editor of GP, Chicago.—There was a 
time when medical students were taught to lie to their crit- 
ically ill patients, to assure them that their illness was 
not serious and that they were in no danger. 


But this rarely works weil. When no one is around 
the patient reads his record, or he hears nurses and in- 
terns talking about his cancer, or he is given x-ray treat- 
ments, or his wife breaks down and weeps so that he 
knows that she must have been given the worst possible 
report. 

If the doctor does not talk frankly, the patient is 
left with a great feeling of loneliness and isolation. He 
wants answers to his questions and it is hard when no 
one will talk honestly with him. In these cases the doc- 


Above: Dr. R. B. Robins, Camden, Ark., the new president- tor should be honest. ; nae . 
elect of the American Association of General Practitioners. The kindly, wise and philosophic physician will al- 


Below: Overall view of those attending the scientific session in Civic Auditorium. 
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Above: Dr. Robins presides during the business session which was 
held following the Delegates’ dinner. 


| 
Above: the speakers table at the ladies’ luncheon: from left to right 
are: Dr. Kavinoky, Mrs. Henry L. Gardner, Mrs. Grant Ellis, Dr. 
Duvall and Mrs. Lawrence Custer. 


Above: The Carr, Moody and LaTulipe scientific exhibit on phys- 
ical patterns of violence. 


Below Top: panel discussion on ‘Counseling Factors in Family Life”. 
From left to right: Dr. George T. Harding, Dr. Nadina R. Kavinoky, 
Dr. Paul Popenoe, Dr. Evelyn Millis Duvall, Dr. William C. Men- 
ninger, Dr. Dorothy Baruch, and Dr. Stanley R. Truman. 


A.A.G.P. MEETING continued 
yays try to give comfort, not only by relieving physical 
pain, but by relieving mental distress. 

Children usually adjust quickiy to grave illness; they 
accept what comes and many who are dying seem to be 
but little aware of what is happening. 

Obesity Cited Serious Menace to Health 
Clifford F. Gastineau, Mayo Clinic — Fur each pound of 
excess weight between the ages of 45 and 55, there is 
roughly a one percent increase in the mortality rates. Thus 
for 25 pounds of overweight, there is a 25 percent greater 
chance of dying in the next yeay, whily a 50 pound ex- 
cess means 50 percent greater mortality rate. 

Underweight is less strikingly related to disease and 
increased mortality, but before the age of 30 years, there 
is probably an increased incidence of ti.berculosis in the 
underweight population. 

Endocrine factors are very rarely «f importance in 
causing overweight or underweight. 

The treatment for both obesity and leanness is es- 
sentially the same: a diet and such ps\chotherapy as is 
necessary to cause the patient to adhere to it. The sue- 
cess of dietary therapy is dependent ia large part on 
the patient’s knowledge of his diet. Psychotherapy often 
is needed only in the form of constant encouragement. 
With rigid adherence to a properly plan:ed diet and with 
patience, one can confidently expect response in practically 
every case of leanness or obesity. 

Medical Practice in a Changing World 

R. B. Robins, Camden, Ark.-— The family doctor or gen- 
eral practitioner can provide 85 percent of the medical 
care required by the average family and the general 
practitioner is the keystone of the American medical struc- 
ture. However, the patient’s right to skilled care must 
always be respected and the patient's welfare must always 
be the guiding principle. 

The doctor cannot win. When he saves a mother in 
childbirth, he is adding a name to the list of potential 
candidates for cancer. When he saves a little boy from 
pneumonia, or a young man from tuberculosis, he is 
adding to the future prevalence of coronary thrombosis, 
arthritis or hardening of the arteries. Success or victory 
in one sector of the medical battle calls for re-deployment 
to meet a situation developing elsewhere along the line. 
As a result, doctors year after year find themselves de- 
voting more and more attention to diseases, ailments and 
problems of old age. 


Below Bottom: panel discussion on ‘Functional Disorders in Medical 
Practice’. From left to right are: Dr. Walter C. Alvarez, Dr. O. 
Spurgeon English, Dr. Richard Kern, Dr. Ralph Bowen, Dr. Robert 
Mercer, Dr. George Harding and Dr. Stewart Wolf, Jr. 
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ANOTHER ARMSTRONG “FIRST” 


SAFE SAFE SAFE 


for use wherever for use in the for aseptic transporting 
fl bl thetic of infants from delivery 


for use in the 


gases are used. 


DELIVERY ROOM - OPERATING ROOM room to nursery. 


The Armstrong X-4 Baby Incubator for use in the in cost. In addition, there will be a special discount for 
nursery was the FIRST baby incubator tested and the first 100 orders. 


approved by Underwriters’ Laboratories, Inc. A complete, detailed announcement of the Armstrong 


The Armstrong X-P EXPLOSION-PROOF Baby Incubator EXPLOSION-PROOF incubator will be ready soon. 
for delivery room or surgery is the FIRST explosion- Write for a copy. 
proof baby incubator tested and approved by Under- 


writers’ Laboratories, Inc., for use wherever explosive 


anesthetic gases such as ethyl-ether, ethylene, cyclo- og 7" 

propane and other inflammable anesthetics create a <— , ew For 7 Years 
axe ore 

hazardous atmosphere. This Armstrong 

The new Armstrong X-P EXPLOSION-PROOF Baby * i X-4 Baby 

Incubator is the ONLY baby incubator safe to use in ;. 

delivery and operating rooms. This explosion-proof t oe Incubator 

Armstrong baby incubator is not designed primarily t has been the baby 

for the nursery. The Armstrong X-4 continues to be incubator of pre- 


the favorite incubator for the hospital nursery. ference for use in 
the nursery. Over 


The new Armstrong X-P EXPLOSION-PROOF Baby 14,000 are in use in 
Incubator has the same simple construction and 4 U.S.A. and abroad. 
safety as the famous Armstrong X-4 incubator, with 
the added explosion-proof features, and will be low 


THE GORDON ARMSTRONG COMPANY, INC. 
Division FF-1 Bulkley Building, Cleveland 15, Ohio 


Distributed in Canada by Ingram & Bell, Ltd. 
Toronto + Montreal + Winnipeg + Calgary + Vancouver 


“Back of every Armstrong X-4 Baby Incubator is over 14,000 incubators’ worth of experience.” ©) The Gordon Armstrong Co., Ine. 
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Smoother. recovery after appendectomy 


You ean help your patients to smoother, 
comfortable recovery after appendectomies 
with Prostigmin methylsulfate. By helping 
restore normal peristalsis and bladder tone, 
the drug usually prevents intestinal disten- 
tion and urinary retention. Best results 
are generally obtained by using Prostigmin 
both before and after abdominal surgery. 
Complete information on this and other 
uses of Prostigmin, based on extensive 


literature, will be sent upon request, 


HOFFMANN-LA ROCHE INC, * NUTLEY 10 * N, J. 


Prostigmin methylsulfate 


‘Roche’ 


brand of neostigmine methylsulfate 
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Protein Needs . . . Before and After Surgery 


by RITA CAMPBELL 
Assistant Director, Department of Nutrition 
National Live Stock and Meat Board 
Chicago, Illinois 


HE odds are against the mal- 

nourished person if he becomes 

seriously ill or must have an 
operation. If his nutritional status is 
good, he is more likely to recover 
quickly. 

In surgical patients deficiencies of 
protein occur frequently. This is seri- 
ous because protein is essential for 
building new tissue and replacing that 
damaged or destroyed. An adequate 
amount of protein is particularly es- 
sential to wound healing, repair of 
fractures and damage to such organs 
as the liver. It is needed to provide 
resistance to infections and to main- 
tain a normal distribution of fluids in 
the body. 

Because of nausea, pain or inability 
to absorb food properly before an op- 
eration, the nutritional intake may 
be limited. Then on the day of the 
operation and for several days there- 
after, normal feeding practices are 
often interrupted. In view of the pre- 
operative and post-operative inability 
to eat and utilize food, it is not sur- 
prising that many surgical patients 
are in a state of semi-starvation. 

In addition to facilitating recupera- 
tion from surgery and promoting re- 
turn to health, good nutrition reduces 
the patient’s discomfort and increases 
his sense of well being. 

: Because the patient’s state of pro- 
tein nutrition is extremely important 
to his recovery, a reliable method of 
determining protein status of the body 


is needed. Ravdin, says that the best 
method is a careful diet history along 
with a thorough physical examination. 
Then one knows the adequacy of pro- 
tein intake and the condition of the 
body. 

In addition to the need for an ade- 
quate intake of protein there is need 
for protein of good quality. It has been 
shown that the amount needed for 
nitrogen equilibrium increases as the 
concentration of essential amino acids 
decreases. Because it contains all es- 
sential amino acids} protein of animal 
origin from meat, milk and eggs, is 
superior to that from vegetable sources. 
Ravdin has stressed the importance 
of this high quality complete protein. 
He says that when the incomplete pro- 
teins, zein (a corn protein) and gela- 
tin, are fed alone they can never pro- 
duce nitrogen equilibrium. He adds 
that feeding incomplete protein to 
overcome protein depletion is waste- 
ful and extravagant. 

McLester* in his classic survey of 
protein says that one of the most in- 
teresting developments in this protein 
era is “the awakening of the surgical 
interest.” It is now realized that when 
there is a protein deficiency, in addi- 
tion to the prolonged period of wound 
healing, there is an increased danger 
of wound rupture. Bed-sores too, may 
occur more frequently when the pro- 
tein content of blood plasma is low. 
In surgery involving the liver and in 
liver disease, there is recognition of 


“ VM SURE YOUR DIETICIAN MUST HAVE MADE A MISTAKE “ 
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the value of a high protein diet. Ravdin 
has pointed out that increase in liver 
protein after liver surgery is no bet- 
ter when incomplete protein is fed 
than when protein is not fed at all. 

It is advantageous to have a diet 
containing a liberal amount of high 
quality protein at all times but espe- 
cially important is the pre- and post- 
operative protein intake. Protein given 
orally is known to be easier, cheaper 
and safer than that given intravenous- 
ly. Also greater nitrogen retention 
results when protein is given by mouth 
than by vein. 

Calories too are important to pro- 
tect the body from protein deficiency. 
An average of 30 calories per kilo- 
gram body weight should be supplied. 
If sufficient non-protein calories are 
lacking, protein is wastefully used for 
energy purposes. 

Ravdin says that it is not possible at 
present to meet caloric needs for en- 
ergy and tissue maintenance by any 
therapy generally 
available. In spite of recent advances 
in parenteral feeding, the best way to 
feed a patient is by mouth, whenever 
possible. 


safe intravenous 


Another condition frequently occur- 
ring in the surgical patient is hemor- 
rhagic anemia. This increases the re- 
quirement for protein to an even 
higher level, Protein will be needed to 
build blood as well as new tissues. 

Each patient is an individual and 
post-operative feedings must be adapt- 
ed to his situation. However, agree- 
ment is general on the need for a good 
level of complete protein before and 
after surgery. A pre-operative diet 
which contains liberal amounts. of 
meat will supply the needed protein 
along with beneficial B vitamins and 
minerals—all essential to a good level 
of nutrition. As soon as post-opera- 
tive solid feedings can be resumed, 
they should include nutritious whole- 
some protein foods, such as meat, 
which will be effective in rebuilding 
tissues and restoring health. 

Thus we see the dangers of nutri- 
tional deficiencies in the surgical or 
injured patient. This should be a warn- 
ing to the person in good health to 
eat a well rounded nutritious diet at 
all times. One who is on an extremely 
low protein diet and has an accident 
or emergency operation will recover 
more slowly than another whose die- 
tary habits have been good. 
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Benzestrol with Phenobarbital Released 

A new dosage form of a well-known synthetic estrogen is 
announced: a tablet containing 1 mg. Benzestrol and 16 mg. 
Phenobarbital. 

The need for sedation as well as estrogen administra- 
tion in the treatment of most menopausal cases has long 
been recognized. In many cases, however, the tendency has 
been to attempt to relieve the symptoms by giving heroic 
doses of the estrogen alone. This has led to such side 
reactions as gastric disturbances and!changes in the vag- 
inal and uterine mucosa. 

The Schieffelin combination of Benzestrol and Pheno- 
barbital in one tablet offers the physician the advantages 
of: 

1. An adequate dose of estrogenic material for the 
great majority of menopause cases with the advantage of 
virtually no incidence of side reactions. 

2. Sedation that is needed in virtually every menopause 
case that requires any medication. 

3. Economy to the patient resulting from the fact 
that only one prescription need be written instead of two; 
accompanied by welcomed simplification of instructions to 
the patient. 

Schieffelin Benzestrol and Phenobarbital Tablets are 
available in bottles of 100. 


Control of Cardiac Irregularities 

AMPOULES QUINIDINE GLUCONATE (Lilly), 0.08 Gm. 
per cc., 10 ec. (equivalent to 0.05 Gm. of quinidine alkaloid 
per cc.) is a stable aqueous solution which can be given 
intramuscularly to those individuals who require the 
prompt effect of quinidine or to those who cannot take it 
orally. 

The solution may be given intravenously in extreme 
emergencies. Intravenous injection is especially indicated 
for the control of cardiac irregularities, including arrhyth- 
mia, which may overtake the anesthetized patient. Such 
situations occur more frequently when cyclopropane gas 
is used and during thoracic or upper abdominal surgery. In 
these circumstances, the parenteral administration of quin- 
idine may be a lifesaving measure. 


Chloral Hydrate in Capsule Form 

For the first time in the history of pharmaceutical re- 
search, Chloral Hydrate has been successfully Encapsu- 
lated by Fellows Medical Mfg. Co., Inc. There is abso- 
lutely no odor or taste of Chloral Hydrate in this prepa- 
ration. 

Each distinctive blue and white capsule contains 3°; 
grains (0.25 Gm.) of Chloral Hydrate, the time-honored 
sedative. 

The dosage for daytime sedation is one capsule three 
times a day, after meals. For Hypnosis the osage is two 
to four capsules at bedtime. 

Chloral Hydrate Capsule (Fellows) are supplied in bottles 
of 24 and 100. 
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Pain Control 


A new and powerful synthetic analgesic, Dromoran Hydro- 
bromide ‘Roche’ has properties similar to those of mor- 
phine, meperidine and methadon. On subcutaneous ad- 
ministration Dromoran is considerably more potent and 
longer-acting than morphine. Its margin of safety is higher 
than that of methadon and approximately equal to that 
of morphine. It depresses respiration to approximately 
the same degree as morphine but less than methadon. 


Dromoran is indicatei for the relief of severe pain, 
especially intractable pain due to tumors, myocardial in- 
fraction, bursitis, biliary and renal colic, and neuritis. It 
is equally valuable for preoperative preparation and post 
operative pain relief. 

The recommended dose is from 2.5 to 5 mg. ('2 to 1 
cc.) Dromoran is available in 1-cc. ampuls, 5 mg. each, 12’s 
and 100’s, and in 10-cce. multiple-dose vials, 5 mg. per ce. 
Chemically, Dromoran Hydrobromide is dl-3-hydroxy-N- 
methylmorphinan hydrobromide. Dromoran is classified 
as a narcotic. 


Vascular Disease Therapy 


Priscoline, an orally as well as parenterally effective 
peripheral vasodilator, is now available in the form of 
elixir. 


Priscoline Elixir contaiis 25 mg. of Priscoline hydro- 
chloride per 4 cc. (1 teaspoonful), for use when liquid 
administration of this medication is preferable. 


Priscoline has been gaining a more widespread use 
every day. Because adrehergic and sympathetic blocking 
actions on vascular receptors, and its vasodilating effect 
exerted directly on small blood vessels, it has been found 
useful in many conditions 


Priscoline has proved most useful in the treatment of 
peripheral vascular disease, and has been used experi- 
mentally in poliomyelitis, Gvsmenorrhea, chronic arthritis, 
cerebrovascular thrombosis, bursitis, muitiple sclerosis 
and other conditions in which vasospasm is thought to be 
a factor. 


Priscoline Elixir, a Ciba product, is available in 16 fl. oz. 
bottles at a special hospisal price. 


Menopausal Therapy 


Tolanate makes available the hypotensive properties of 
inositol hexanitrate. This compound is a long acting hypo- 
tensive agent and has been found effective in the manage- 
ment of essential hypert-nsion, particularly in emotional 
hypertension and the hyoertension of the menopause. 
Its use has been shown to be associated with a low inci- 
dence of so-called nitrite. headache, a distinct advantage 
particularly for those patients who cannot tolerate other 
organic nitrates. 


The average dose of Tolenate is 10 mg. (1 tablet) 
three or four times daily ater meals and at bedtime. This 
quantity may be increased if necessary. Tolanate is sup- 
plied in 10 mg. tablets in bottles of 100 and 1000. Tolanate 
with Phenobarbital is als« available, each tablet containing 
10 mg. of inositol hexanitrate and 16 mg. (‘4 gr.) of 
phenobarbital; it is available in bottles of 100 and 1000. 
Tolanate is a product of the C.S.C. Pharmaceuticals. 
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Antithyr 
©” 


with a WE ode of therapeutic action 


TRADE MARK 


lodine organically combined with thiouracil 


In contrast to other thiouracil deriva- 
tives, Itrumil tends to cause a decrease 
rather than an increase in thyroid 
size, as determined by palpation and 
measurement of neck circumference. 
Itrumil therapy has been stated to be 
“the method of choice in large, nodu- 
lar goiters and substernal thyroid 
enlargements, as well as for thyroid 
glands which are the seat of diffuse 
hyperplasia.”? +» Write for the new 
32-page ILLUSTRATED brochure on 


Itrumil, a new antithyroid compound 


which contains iodine organically 
combined with the thiouracil molecule 
so as to afford: 

1. Effective Antithyroid Action. 

2. Induction of Thyroid Involution. 

3. Facilitation of Thyroidectomy. 


4. Low Incidence of Side Effects. 


Issued: 50 mg. scored tablets in bot- 
tles of 100 and 1000. + Address your 
requests for product brochures on 
Itrumil to Medical Service Division. 


1, McClintock, J. C.: N. ¥. State J. Med. 1951 (In Press) 


Ciba PHARMACEUTICAL PRODUCTS, INC., SUMMIT, N. J. 


Send for FREE Instruction booklet on ITRUMIL 


Ciba Pharmaceutical Products, Inc., Sales Service Division, Summit, N. J. 
Use this coupon 
Please send me free, a copy of your 32-page, ILLUSTRATED brochure on Itrumil. 
or 
Prepaid Postcard 
Hospital 


opposite page 36 
City Zone No. 
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VERTAVIS “was found to be of greatest value in the 
treatment of so-called hypertensive crisis.” A dramatic 
fall in blood pressure from extremely high levels and 
marked symptomatic relief were noted. 

The fall in blood pressure following therapeutic 
doses of Vertavis “is due to a decrease in peripheral 
resistance . . . as the blood pressure decreases, the 
blood flow through the kidney, the liver, and extremi- 
ties ... returns to, or even above, the previous level 
in spite of continued reduction of blood pressure.”! 

VERTAVIS contains in each tablet: 10 Craw Units 


of veratrum viride Biologically Standardized for toxi- 


city by the Craw Daphnia Magna Assay . . . an Irwin- 


Neisler research development. Supplied in bottles of 
100, 500, 1000. 
Illustrated brochure on clinical findings, indications 


and administration of Vertavis sent on request. 


IRWIN, NEISLER & CO. DECATUR, ILLINOIS 
1. Holley, H. L., and Koffler, |. A.: Veratrum Viride in Treet- 


ment of Hypertension. Am. Pract. & Dig. Treat. 1:840-844, 
August, 1950. 


IN SEVERE, RESISTANT HYPERTENSION 
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Calendar of Coming Meetings 


Aero Medical Assn. Hotel Shirley-Savoy May 14-16 


Denver 


Chiteal Vokes 


By JAMES F. FLEMING, M.D. 


The Nerves involved in Itch 


Graham, Goodel and Wolff, of Cornell, have made an 
intensive study of the nervous mechanisms involved in 
itch and tickle sensations. (Journal of Clinical Investiga- 
tion, Jan. 1951) Whether itch sensation travels over pain 
or touch fibers has long been disputed. 

The studies of the Cornell group indicate that there 
are two distinct components encountered in itch. First, 
there is a pricking sensation, and also a burning feeling 
is involved. 

The two sensations separately correspond to the two 
kinds of cutaneous pain, and are transmitted over pain 
fibers. 

Touch receptors and fibers, say the authors, are not 
involved in the mechanism. 

They state that itch occurs when pain receptors are 
weakly stimulated, and that the pain threshold is low- 
ered at the site when itching is present. 

Regarding the anatomical explanation of the phe- 
nomenon, they suggest that the sensation of itch results 
from presence in the cord of impulses traveling in circuits 
of internuncial neurons, with a consequent patterned dis- 
charge up through the spinothalamic tracts. The impulses 
are weak, and when a stronger impulse occurs it breaks 
up the circuit and itching ceases. 


Calculi Dissolved 


Gehres and Raymond, of Columbia-Presbyterian, report 
in the Journal of Urology, March, 1951, the successful 
use of a dissolving agent on urinary calculi. The re- 
agent, calsol, is employed by irrigation. It is used in 
1 to 3 percent solution at a pH of 7 to 8. In a prelim- 
inary clinical trial, after extensive animal and in vitro 
studies, treatment was successful in four out of seven 
patients. 


Control of Hyperthyroidism 


A definite advance in the treatment of hyperthyroidism 
was the introduction of the antithyroid drugs, thiourea, 
thiouracil and similar compounds. 

Recently, a new compound has been described as having 
definite advantages, particularly with regard to safety. 
The new drug, Itrumil, combines antithyroid action with 
the thyroid-involuting effect of iodine. It is an iodinated 
thiouracil, known chemically as sodium 5-iodo-2-thiouracil. 

Clinically, the drug has been employed in several series 
of cases with excellent results. The basal metabolic rate 
responds promptly, symptoms subside, and usually the 
thyroid remains the same size as previously or becomes 
smaller, thus indicating that the drug is not goitrogenic. 

In cases which require operation, the compound can 
be administered as part of the preoperative preparation, 
thereby easing the work of the surgeon. The gland thus 
prepared is likely to be less friable and easier to remove. 

Itrumil is effective in blocking thyroxin formation, but 
in contrast to non-iodinated antithyroid drugs it decreases 
hyperplasia and vascularity of the gland. 

Particularly important is the avoidance of hypothyroid- 
ism after its use. In general, the basal metabolic rate is 
lowered to the norraal level or slightly above, and is 
maintained at this level during treatment. 
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Postgraduate Courses to Be Offered 
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Endocrine and Metalbolic Disorders 


Obstetrics and Gynecalogy 


May 15-16 
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Open to all physicians. Courses will be given in Chicago. Appli- 
cations should be directed to the Chicago Medical Society. 
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If you're like many other hospital executives, you became accustomed to using 
Mallinckrodt chemicals in the chemistry class back in your student days. Now that 
you share the responsibilities of a hospital, many of you continue to specify Mallinckrodt 
medical and prescription chemicals. 

Such loyalty is no accident. In 1919—about half a century after the founding of 
this business—Edward Mallinckrodt, Sr. expressed its continuing policy: 

‘*We realized from the start that business depends on reciprocal relations 
and confidence; that we would have to establish a reputation for fair, 
honorable, liberal dealings and to make it to the interest of the buyer 
to place his orders with us, by supplying goods of the highest quality at 
competitive prices, giving prompt service and endeavoring to satisfy 
our customers as far as possible in every respect.” 
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National Conference on Chronic Disease 


ORE than 200 representatives of 46 medical and 
lay organizations attended the National Con- 
ference on Chronic Disease, sponsored by the 

Commission on Chronic Illness in cooperation with the 
U.S. Public Health Service and the National Health Coun- 
cil held recently in Chicago. An independent agency, the 
commission was jointly organized by the A.M.A., the 
A.H.A., the American Public Health Association and the 
American Public Welfare Association. 

Conducted as a working conference, the preventive as- 
pects of chronic disease were discussed. 


Chronic Disease Cited as National Peril 
Leonard A. Scheele, M.D., Surgeon General, Public Health 
Service — National mobilization has intensified all our 
difficulties with the greatest of these, the shortage of 
specially trained personnel. 

National mobilization, moreover, calls for a_ strong 
united advance against chronic disease, the greatest drain 
on our manpower. A united attack on each of the major 
phases of chronic disease can add untold numbers to the 
nation’s man power. 

Prevention of chronic disease is difficult to achieve 
for it requires voluntary cooperation of every individual 
whom preventive measures would benefit. 

We need in the entire population a healthy awareness 
of the biological, social and environmental causes of 
chronic disease; and healthy awareness of these phys- 
ical and mental deviations from the normal that should 
be studied and evaluated by a physician. Large-scale 


Below: Scope of the Commission's study is pointed out by Dr. Mor- 
ton L. Levin (right) Director of the Commission, to Dr. Henry B. 


prevention cannot be achieved until every adult makes 
himself a sensible “listening post’? for possible chronic 
disease in himself and his family. Large-scale prevention 
cannot be achieved until every private physician’s office, 
every dentist’s office, every clinic, hospital, and health 
agency is a listening post for chronic disease. 

The prevention of the disease in its severe forms de- 
pends upon early detection by means of screening devices, 
examination and diagnosis. During the past three years, 
a few state and local health agencies have experimented 
with multiple screening technics. These have proved val- 
uable in pointing out certain directions in which research 
and development, as well as organization and adminis- 
tration of preventive services, should move if the hope of 
preventing chronic disease is to be realized. 


Reports to the Conference 


American Academy for Cerebral Palsy — prevention de- 
pends on good prenatal and obstetrical care, good pediatric 
care in the early months of life, and prevention of acci- 
dents, infections, and other causes of brain damage. 
Early detection, diagnosis, treatment and training are 
necessary to prevent and minimize the effect of the dis- 
ease. 

American Chapter, International League Against Epi- 
lepsy— many patients with epilepsy can live a normal 
life and nearly all can be made useful members of a com- 
munity through medical care and education of the pa- 
tient, family and public. The psychologic handicaps of 

(Continued on next page) 


Mulholland (left) A.M.A. and Dr. Leonard A. Scheele, Surgeon 
General, U.S. Public Health Service. 
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CHRONIC ILLNESS continued 

the epileptic are for the most part the results of social 
ostracism imposed by the public. Prevention involves a 
change in public attitude. 

American Cancer Society and National Cancer Institute - 
chest x-rays for detecting tuberculosis may also be effec- 
tive in detecting unsuspected lung tumors, including lung 
cancer. Cancer can sometimes be prevented by early 
treatment of conditions known to precede it. Periodic 
physical examinations after thirty as a means of discover- 
ing these conditions in time for effective treatment are 
important. 

~undernourishment, fa- 
tigue, overcrowding, low economic status, poor personal 


National Tuberculosis Association 


hygiene and silicosis are among the contributing causes of 
tuberculosis. Expanded mass chest x-ray surveys and 
wider use of tuberculin tests to find cases in time for suc- 
cessful treatment are important. 

Arthritis and Rheumatism Foundation and the National 
Institute of Arthritis and Metabolic Diseases — crippling 
effects of rheumatoid arthritis may be prevented in the 
majority of cases by skilled physical therapy combined 
with orthopedic and other medical technics initiated in 
the early stages of the disease. An estimated 800,000 
persons are totally or partially disabled by arthritis. 
Acute infections, physical or emotional strains, meno- 
pause, pregnancy or endocrine crises and exposure to 
dampness and cold were cited as precipitating causes. 
National Foundation for Infantile Paralysis — about 50 
percent of its victims recover completely, and 5 to 10 
percent die and others show slight to marked aftermaths. 
Emphasis in treatment is placed on good medical care 
during the acute phase and prevention of deformities. 
After the acute phase, reeducation with the help of skilled 


afford a practical means of avoiding a waste- 
ful, inconvenient, time-consuming and ques- 
tionably scientific method of sealing and 
handling your supply of surgical solutions 
... and routinely checking the sterility of con- 
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THE SOLUTION DESIRED 


physiotherapists and the correction of skeletal deform- 
ities by orthopedic surgeons are the means of decreasing 
the lasting effects. 
National Heart Institute — early treatment of streptococ- 
cal infections with penicillin in persons who have had 
rheumatic fever and children whose parents or brother 
or sisters have had rheumatic fever is a useful measure 
for prevention. The disease is usually associated with 
recent prior hemolytic streptococcal infections. Heredity, 
poor housing and nutrition are contributing factors. 
Experimental Biology and Medicine Institute of the Na- 
tional Institute of Health — poor eating habits are re- 
sponsible for the development of many chronic diseases. 
Programs to control obesity could do much to prevent 
diabetes, gall bladder disturbances, heart and circulatory 
abnormalities and hernias. Weight control is a form of 
medical treatment and should not be undertaken without 
medical supervision. The incidence of diabetes, is more 
than twice as great in obese adults as in persons of 
average weight. 
The conference concluded that: 
1. Preventive medicine is a community and an individual 
responsibility. 
2. Early detection and treatment of chronic disease will 
more than pay for itself. 
3. Community and state health councils offer a good ap- 
proach to prevention. 

. Screening is a practical community approach with 
proper safeguards as to accuracy and follow-up. 

. Curriculum for physicians, dentists, nurses, social 
workers and teachers should be revised to focus on the 
principles and methods relating to prevention and con- 
trol. 

Unusual research opportunities exist in the field. 
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Mosby Books 


For The Hospital Nurse 


GERIATRIC NURSING 


Geriatric Nursing was planned for those who nurse the aged. It emphasizes the need 
for special information in this branch of nursing care—and supplies that information 
for those engaged in this work, whether it be in the home, the hospital or in the private 
or public agency. It will be useful to student or graduate nurses. 


Developments in preventive medicine, particularly in 
the control of communicable disease, have been spec- 
tacular—so that now we have a large and increasing 
unit of population sixty years of age and over. 

Responsibility for the care of these aged patients is 
often shifted to hospitals where the nurse must know 
the complex environmental and social factors that 
contribute to the illness. It is the nurse who must 


by 


show tact, gentleness, and common sense—as well 
as scientific knowledge of the physical and environ- 
mental factors in the progress of her patient. 

The use of this book will undoubtedly contribute a 
great deal to the scientific care of these patients and 
be of immense value in solving the social and eco- 
nomic problems that complicate the declining years 
of a large proportion of our population. 


KATHLEEN NEWTON, R.N., M.A. 


In Charge of Graduate Nurse Education 
Cornell University - New York Hospital 
School of Nursing 


420 Pages 
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Price, $4.50 


NEUROLOGICAL AND NEUROSURGICAL NURSING 


In spite of the rapid developments of neurology and neurosurgery during the past 
twenty years, no suitable textbook covering the nursing care of these patients has been 
available before this. This book has been written to meet this great need. 


Special nursing care is required by patients with 
neurological diseases—and this text has been planned 
so as to logically provide all essential knowledge 
either in nursing or supervising the nursing in these 
This has been done by including the funda- 
mentals of neurological anatomy and physiology to 
give an understanding of the signs and symptoms 
manifested by the pathologie processes. 

Emphasis has been placed on understanding and 
appreciating the psychological reaction of the patient 


cases. 
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to his disease and treating him as an individual 
rather than as a disease entity. 

Special consideration has been given to the uncon- 
scious patient, the disabled in need of rehabilitation, 
the treatment of pain, and psychosurgery. 

Two chapters have been devoted to the diagnostic 
tests and special treatments for patients on the 
neurological and neurosurgical services. Complete 
details have been given for each special procedure 
as a guide for the house officer and the nurse in the 
preparation for and assistance with each one. 
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This is the second in a series of articles on the Medical Library. 
Next month: “Tentative Standards for Nursing School Libraries.” 


HE Joint Committee on Standards of the American 

Library Association, the Special Libraries Associa- 

tion, and the Medical Library Association have been 
preparing standards for the hospital medical library. This 
is a part of their project to establish and publish a set 
of standards for the hospital medical library, which will 
include all types of library service maintained in hos- 
pitals — patients’, medical, and nursing libraries. 

The subcommittee on medical library standards of 
this national committee has completed a tentative set of 
standards at this time. These will now be presented to 
the membership of the cooperating library associations 
for criticisms, suggestions and approval, after which the 
executive councils or boards of the associations will con- 
sider them for official approval. 

Following such approval, the support of the Amer- 
ican College of Surgeons, the A.H.A., the A.M.A. and the 
National League of Nursing Education will be sought to 
help promote the acceptance of these standards in all hos- 
pitals. 

The text of the standards as prepared by the sub- 
committee is as follows: 


I. Objectives 

It is the aim of the hospital medical library to assist 
and further the education, reading and research pro- 
gram of the professional staff of the hospital by pro- 
viding and maintaining, in an easily accessible, attrac- 
tive, and adequately equipped library, sufficient sci- 
entific literature and library services to meet the 
requirements of the staff in studying and providing 
constantly improved patient care. 


II. Personnel 
A. Librarian 
1. Qualifications. 


*Other members of the Medical Library Association Com- 
mittee for Standards for the Hospital Medical and Nurs- 
ing School Standards include: Mildred Cox, Librarian, 
Wesley Memorial Hospital School of Nursing, Chicago; 
L. Margueriete Prime, Director, Library and Depart- 
ment of Literary Research, American College of Sur- 
geons, Chicago; and Charlotte Studer, Librarian, Michael 
Reese Hospital School of Nursing, Chicago. The Amer- 
ican Library Association is represented on the Joint Com- 
mittee by Margaret M. Kinney, Chief Librarian, U.S. 
Veterans’ Hospital Administration Library, Bronx, New 
York; and the Special Libraries Association by Catherine 
Heinz, Hospital Library Bureau, United Hospital Fund; 
Secretary, Mariana J. Thurber, Library Section, Special 
Services Divisiénu, A.G.O., Department of the Army, Wash- 
ington, D.C. 
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Standards for Hospital Libraries 


Formerly Librarian, Michael Reese Hospital, Chicago; Medical Library Association representative on 
the Joint Committee on Standards for Hospital Medical and Nursing School Standards.* 


b. 


ec. 


a. 


The librarian should be a certified medical 
librarian as provided by the code for the 
training and certification of medical librarians 
of the Medical Library Association (See 
BULLETIN OF THE MEDICAL LIBRARY 
ASSOCIATION 37:350-352, October 1949) 
Training in the biological sciences is desirable. 
Reading knowledge of German and Romance 
language is desirable. 


2. Status. 
a. 


The librarian should be appointed by and di- 
rectly responsible to the medical director or 
the administrator of the institution (here-in- 
after called “the administrator”). 


. She should be regarded as department head, 


with concomitant salary (not to be below 
the minimum salary standards recommended 
by the American Library Association, the Spe- 
cial Libraries Association, and the Medical 
Library Association), duties, authority, and 
privileges, including attendance at staff meet- 
ings, lectures, conferences, and conventions, 


3. Functions. 
a. 


Administrative. 

1.) Determines library policies with the ap- 
proval of the administrator. 

2.) Prepares and controls the library budget. 

3.) Prepares periodic reports. 

4.) Cooperates with the personnel department 
in the selection of library employees. 

5.) Suggests names for appointment to the 
library committee. 

6.) Plans and executes library publicity. 

7.) Represents the hospital at meetings of 
library organizations and attends the 
meetings of allied professional associa- 
tions. 


. Service. 


1.) Selects scientific literature and library 
materials and equipment, discards obso- 
lete and unneeded material. 


te 


Classifies and catalogues the collection. 


Renders bibliographic, reference, trans- 
lating, abstracting, editorial, and inter 
library loan services, in so far as possible 


Orients the medical staff and hospital per- 
sonnel to the services and functions of the 
library. 


B. Assistant Librarian. 

Where the size of the library, hospital, staff, and 
program require an assistant librarian she should 
have 
though not necessarily such extensive experience. 
Her duties shall be to assist the librarian as may 
be necessary, with special emphasis on service 
functions. 


the same qualifications as the librarian, 


(Continued on next page) 
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LIBRARY STANDARDS continued 


C. 


Clerical Assistant or Library Assistant. 
1. Qualifications. 
a. High school graduation. 
b. Competence in typing. 
c. Some knowledge of a 
desirable. 
. Functions. 
Duties of routine and clerical nature, according 
to the customary library concept of such duties, 


foreign language is 


Ill. Location and Equipment of Library 


A. 


The library should be so located as to be easily and 
conveniently accessible to its patrons, preferably 
in that part of the hospital which is most fre- 
quented by the medical staff. 
The reading room should be used for reading and 
study, not for conference purposes. 
It should be attractively and comfortably fur- 
nished, and contain adequate library equipment, 
such as reading tables and chairs, open shelves, a 
catalogue, etc. Stress should be put upon good 
lighting. 
Stack space should be provided for the expansion 
of the collection. 
An office for the librarian and a workroom for proc- 
essing the material should be provided. 
The librarian’s office is essential for her work 
and personal conferences, and should contain 
adequate space for desk, typewriter, and for the 
shelving of the librarian’s reference tools. 
The workroom should be provided with sufficient 
space for processing and repair of books, assem- 
blage for material for binding, etc., enclosed 
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shelves, running water, and electrical outlets. 


IV. Collection and Its Use 


A. An up-to-date collection of high quality should be 


maintained. In a general hospital of 100 beds or 
over, the library should not be below a minimum 
of 1,000 volumes of medical or allied scientific lit- 
erature. With few exceptions, books and mono- 
graphs should have been published within the last 
10 years. The library should receive regularly not 
less than 25 current periodicals of good standing. 
In purchasing, stress should be put on periodicals 
and indexes, rather than books. 


. The collection should conform to the most recent 


minimum standards set down by the American 
Medical Association and the American College of 
Surgeons. 


. Material should be selected in accordance with the 


types of service represented in the hospital, and 
with the quantity of educational, clinical, and re- 
search work done by the staff, and the location of 
the hospital. A library situated in an isolated lo- 
cality needs a more representative collection than 
one within easy access to other medical libraries. 


. The librarian should exercise her custodial duties 


so as to maintain as complete and available a col- 
lection as possible, and at the same time make 
the regulations so liberal as to put no unnecessary 
obstacles between the patron and his reading. 
Inter-Library Loan: The librarian should make 
arrangements for inter-library loans to provide 
that material which is needed by her patrons, but 
not in her collection. Similarly, the hospital should 
make its collection available for the same service 
to other libraries. 

Hours: The library’s hours should conform to the 
minimum standards established by the American 
Medical Association and the American College of 
Surgeons. 


V. Budget 


A. 


Sources. 

1. Hospital operating. 

2. Staff dues and assessments. 

3. Gifts and endowments. 

Disposition. 

1. Salaries. 

2. Journal subscriptions and binding. 

3. Book purchases. 

1, Maintenance and acquisition of equipment. 

5. Supplies and miscellaneous. 

6. Library association dues and convention ex- 

penses, when not otherwise provided. 

N.B. Because of the value of the dollar 
and the discrepancy in costs according to geo- 
graphic distribution, no attempt is made here 


changing 


to quote figures. 


VI. Committees 


A. 


Library Committee. 
Should serve in an advisory capacity to the li- 
brarian, and form an link between the 
library and the medical staff in regard to ad- 
ministrative and library matters. 
Should be composed of the librarian, and of 
about three to five members of the medical staff 
who are interested in promoting the develop- 
ment of the library. 
The library should be adequately represented on 
any hospital committee empowered to make sug- 
gestions or decisions affecting the library. 
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A CENTRAL STERILE SUPPLY DEPARTMENT 
_—will insure marked economies in virtually every phase of hospital operation. 


1. Centralized preparation and sterilization of specific 
requirements means fewer attendants needed .. . 
fewer units of essential equipment necessary. 


' 2. Standardization of sterilizing procedures under one 
centralized authority means less possibility of error 
... less waste... greater safety control. 


3. A centralized facility permits unskilled workers to 
relieve highly trained floor nurses for bedside 
duties ... increases personnel productivity. 

4. Acentralized facility makes possible a 
perpetual requisition control and 


ventory check . . . no unrecorded con- 
sumption of supplies. 


STERILE STORAGE 
SECTION 


SOLUTION 
SECTION 


FLOOR PLAN* 

4 GRATIS SERVICE ... to 
ecen? instatiation ~ 

photos courtesy of / you, vour architect, and your 


Let our experienced Planning De- 
portment analyze your present floor 
plans or new construction blue- 
WRITE TODAY for detailed information Diy - prints with a view of recommend 


ies h hich — wh how d 


. without charge 
Erie, Pennsylvania 


AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND 
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Centralized facilities for the preparation, steriliza- 
and controlled distribution of tray sets, dry goods 
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This easy-to-use 
furnace cleaner will help 


Cut 


Soor and grime-coated furnace and boiler surfaces seri- 
ously cut heat transference and so waste fuel. That's why 
heat engineers recommend once-a-week cleaning. 

Any maintenance assistant can do that job quickly and 
economically with an easy-to-use G-E Furnace Cleaner. 

These cleaners have sturdy AC-DC motors, yet are light 
enough for easy and convenient handling. They convert 
in a moment, to powerful blowers by the simple removal 
of bag and substitution of coupling and guard. They will 
clean all types of heating equipment thoroughly. 

Your savings on fuel bills alone will go a long way 
toward paying the entire cost of one of these cleaners. Here 


is an ettective answer to rising fuel costs 
For complete details fill in this coupon today 


Furnace and Boiler Cleaners 


GENERAL wo ELECTRIC 


GENERAL ELECTRIC COMPANY, Dept 22-427 

1285 Boston Ave., Bridgeport 2, Conn. 

Without obligation, please send complete details on heavy-duty 
cleaning equipment. 


NAMI 
FIRM 
ADDRESS 


CITY 


THE 


Massachusetts Society of 
the Month 


Mrs. Elinor Judd, President 
of the Massachusetts Asso- 
ciation of Medical Tech- 
nologists 


DUCATIONAL work, public relations and civil de- 

fense activities have been major projects for the 

Massachusetts Association of Medical Technologists. 
Organized in 1945, the Association includes as affiliated 
local groups, Greater Boston, Southeastern District, Essex 
County, Pioneer Valley, Worchester District and Berkshire 
District societies. 

Refresher courses in advanced microbiology and medi- 
cal biochemistry, offered by the Boston University School 
of Medicine, have been well attended by these technologists. 
They devoted their semi-annual meeting last October to a 
seminar on blood technics—newer aspects of Rh, blood 
grouping, cross matching, immunology, blood banks and 
blood bank administration. 

The Society has compiled a roster, cataloged according 
to abilities, of all active and inactive technologists in the 
state. Master lists of this roster are in the hands of each 
regional defense head so that full use may be made of 
technologists’ services in time of emergency or disaster. 


Better Plan to Attend Now! 


New Ocean House 


HE 19th annual convention of the American Society 

of Medical Technologists, June 24-28 at the New 

Ocean House, Swampscott, Mass., gives promise 
of being one of the finest and best attended meetings the 
society has ever held. If you haven't already done so, better 
get your reservation in without delay! 

Speakers and their topics were selected upon the basis 
of interest expressed in a poll of members. Included in 
the long list of outstanding guest speakers are: Dr. W. A. 
Hinton, Professor Emeritus of Bacteriology and Immunol- 
ogy, Harvard Medical School; Dr. L. K. Diamond, Director 
of Hematology Research, Children’s Medical Center, Bos- 


HOSPITAL TOPICS AND BUYER'S GUIDE 


es 
| 
2 Aes te | 
: 
| 
| 
| 
: 
I 
30 


A regular feature devoted to the interests of Medical Technologists 


ton; Dr. Benjamin Alexander, Asst. Professor of Medicine, 
Harvard; Dr. T. B. Bayles, Research Director, Peter B. 
Brigham Hospital, Boston; Dr. Alice T. Marston, Asst. 
Professor of Microbiology, Boston University. Representa- 
tives of the Argonne National Laboratory will present a 
panel discussion on “Medical Technologists and Atomic 
Disaster.” 

Workshops, one of the most popular features of 
A.S.M.T. meetings, will be held on Finance, Vocational 
Guidance and Recruitment, Education, Legislation, Mem- 
bership, Constitution and By-Laws, Public Relations, Re- 
search, and Standards and Studies. 


Helpful Histological Hints 


Pour liquified tissuemat into souffle cups, arrange the tissue in 
the desired position, then set cups on a refrigerator tray. When 
all tissues are blocked, set the tray in the refrigerator; they are 


hardened in no time. 


Use the far end of the microtome knife for the initial cutting 
When ready to ribbon, shift the knife over into proper position. 
A firm rod of steel (such as the hand of a bacteriological loop) 
under the back of the knife holds it steady while shifting back and 
forth, 

Eosin Y added to any one of the dehydration jars outline the 
tissue and in now way interferes with the final staining process. 


Surgical numbers typed on blue paper show up clearer, Instead 
* rewriting the number several times, this one slip of paper can 


be placed within the capsule with the tissue, then one end folded 
and hung over the edge of the souffle cup when the embedd ng 
done, and finally stuck to the tissue block for permanent identif 


ation 


—From “Mary Tech News’, published by the Medical 
Technologist of Saint Mary's Hospital, Madison, Wis. 


COMING LAB MEETINGS 


May IIl.-Wis.-Ind.-Mich. Chicago 


Louisiana New Orleans 


May 2-5 


May 4-6 Georgia Augusta 


May 5-6 Washington Spokane 


May 10 New Jersey Newark 
May 19 Kansas Topeka 
May 19 Oregon (to be announced) 
May 26 Alabama Birmingham 
May 26 Connecticut Hartford 


AMERICAN SWAMPSCOTT, 


MASS. 


JUNE 24-28 


New Tissue Laboratory Opened At Baylor Hospital 


These two photographs show views of the new laboratory 
located in the new Truett Memorial unit of Baylor Hospital, 
Dallas, Tex. 
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Above: The technician records a specimen in a daily record book 
before the gross examination is made. The table in the foreground, 
set up for gross examinations, allows the pathologist to record his 
findings by wire recorder. The student technician (right) attaches 
a basket of tissue sections to an autotechnicon (called a ‘night 
technician) which fixes, dehydrates and infiltrates tissue, having it 
ready for embedding the next day. 


Left: The technician cuts paraffin sections of tissues using a rotary 
microtome. Tissues are put into the waterbath (right) which is 
maintained at constant temperature just below melting point of 
paraffin so that tissues may be easily spread. Sections are picked 
up on a slide, drained and thoroughly dried. The table top st.uc- 
ture in the foreground is a mobile cold plate, an innovation of Dr. 
J. M. Hill's. It is handy for chilling paraffin blocks before sec- 
tioning. 
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most 
siqnificant 
advance 


ethyl acetate 
new. safer. oral anticoagulant 


Throughout the exhaustive studies on TROMEXAN, involving many hundreds of cases, 
this new anticoagulant has proved singularly free from the dangers of hemorrhagic 


complication, Other advantageous clinical features of TROMEXAN are: 


J more rapid therapeutic response 


(therapeutic prothrombin level in 18-24 hours) ; 


te 
Z smooth, even maintenance of prothrombin level 
within therapeutic limits; 
e) more rapid return to normal 
(21-18 hours) after cessation of administration. 
In medical and surgical practice . .. as a prophylactic as well as a therapeutic agent .. . 


TROMEXAN extends the scope of anticoagulant treatment by reducing its hazards. 


Detailed Brochure Sent on Request. 


TROMEXAN (brand of ethyl biscoumacetate): available as uncoated scored tablets, 


300 mg., bottles of 50 and 250. 


GEIGY COMPANY, INC. 


Pharmaceutical Division, 89-91 Barclay St., New York 8, N. Y. 
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By Harry C. Phibbs 


OW do you make photography a hobby ?”—a fel- 
low writes and asks me. 

“Sometime ago I fell for your line of chatter 
that I could use a camera to build myself a hobby and 
to give expression to the artistic instincts which I think 
are hidden under my otherwise homely exterior. 

“The results have been terrible. I bought the camera, 
I bought a lot of film, I clicked the shutter and what do I 
get Well if you call that giving expression to my 
latent artistic sense I’ll crown you. I look at seme of the 
photographic reproductions in the magazines and then I 
see what you mean, but how do I do it?” 


Well, that’s a fair question, and a lot of people seeking 
the answer to that question have used a lot of cameras 
and a lot of films and they have made Mr. Eastman a 
very rich man. 


It’s like mustard—a fellow said to an Englishman, 
who made a business of manufacturing mustard—‘You 
must make a lot of money out of all the mustard people 

” 


use.” The man said—“*No—I make a lot of money out of 
all the mustard that people waste.” 


Now it’s true that to gain any proficiency in this hobby 
of photography you have to waste an amount of film while 
you are developing your skill, but you will lessen the 
waste and increase the pictorial dividends if you recognize 
the limitations of the camera. After all, it’s an eye, and 
you have to use your eyes first before you use the eye 
of the camera. You have to look for a scene, a grouping, 
the pictorial aspect of the commonplace thing and then 
let the camera do its work. Here is where your artistic 
sense, if you have any, comes in. 

Most snapshots are photographs of a number of people 
standing up stiffly and looking straight at the camera with 
a silly grin. Millions and millions are made every week-end. 
A variation of this is the girlfriend or boyfriend standing 
in front of some familiar monument. “That’s me standing 
in front of the Washington Monument.” 


Now, if the person was on the side looking at the 
monument—that might be something. If the group were 
sitting and standing around listening to a funny story, 
making wisecracks over a bottle of pop—that might be 
a picture—i. other words, a group of people you wish to 
photograph in a natural position looking at something 
else or at each other—not at the camera. 
You would be surprised at the difference in the quality 
of snapshots you make of friends and monuments. 

Now everyone who knows a camera has at some time 
or other been asked to make photographs of a child. Every 
papa or mama has pointed the camera with deadly intent 
and succeeded in making some terrible shots of junior. 
A lot of people make picturization of a child hard—it should 
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be very easy. The child is the most natural person in the 
world if you will let him alone. 


The first rule in making a picture of the child is chase 
mama and papa out of the room. If you don’t, they will 
keep saying—*“Smile now darling’—*‘‘Look over this way” 
—and then when you are ready to snap the camera, mama 
dashes in front to straighten a bow or fix a curl. Out 
with her. Out w:ti all spectators. Make the photograph 
of the child a game between the person at the camera and 
the child. Focus on the youngster in a good light and let 
the kid alone. Just watch it perform. They are the finest 
little models in the world—even a little baby if you leave 
it alone and let it make faces at you. 

You will get shot after shot of the cutest and most de- 
lightful expressions—just don’t make one shot, make a 
dozen, and out of that dozen you may get one or two 
or three—or a dozen that will be a picture. 


The same rule applies in making portraits of grown- 
ups. The more natural a person appears, the more at 
home and at ease, the better the resulting picture. 

Some of the cleverest of the professionals set up the 
camera and then begin talking to the model and as they 
talk silently click, click the shutter. 

Recently a very attractive picture of a girl for a na- 
tional magazine was taken by a photographer taking doz- 
ens of snapshots of this girl on a small camera. He just 
let her talk and express herself, and one was the prize 
winning picture. It is better to make a dozen exposures 
and get one real picture than to shoot a couple of rolls of 
film and get nothing that even your mother would admit 
was good. 


Photography is a great hobby. It is a tantalizing, an- 
noying, goat-getting, intriguing piece of business. If you 
do it right, it will take up so much of your time and 
energy that you will forget your business troubles, and 
might even avoid an ulcer. It has its tangible rewards in 
pictures that will remind you of people and events. 

And a final word—when you get a good print, don’t 
let it lie around in an envelope, stick it in an album right 
away—you will love it ten years from now. 
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SPECIAL FEATURES 
Upholstered foam rubber seat... 
Crutch attachments—fully adjustable 
...5” casters—ball bearing swivel 
... Top rail—chrome plated... 
... Sturdy frame. 
Write for information and complete catalog. 
DISTRIBUTED BY 


EVEREST & JENNINGS 


761 N. Highland Ave., Los Angeles 38, Calif. 


4 
WALKER 


with Bolance Rings 


WALKER 
without Attachments 


~ Now 
Equipped 


with 
Automatic 
Electric 
Cut-Off 


A scientifically designed vaporizer- 
inhalator for the treatment of res- 
piratory ailments Vapors start 
quickly—no salt needed—no spurt- 
ing. When vaporizer boils dry, current 
cuts off automatically until water is 
replenished and thermostat reset. Au- 
tomatic cutoff on Models EV24 and 
EV22. Intermittent thermostat on 
Model EVé. For A.C. only. Separate 
medicine chamber, visible water level, 
and fully encased heater. Hospital 
tested and proved for safe, trouble- 
free efficiency 


= “UL? T) Model EVIO (12 hours) $19.95 
ea Model EV 8 (6 hours) $13.95 
USED IN THOUSANDS OF Model EV6 (1 hour) $6.50 


HOSPITALS AND HOMES West Coast Prices Slightly Higher 
Order from your dealer; if not available order direct from 


SANIT-ALL PRODUCTS CORP. 


Makers of Baby-All Formula Sterilizers — Bottle Warmers — Nursers 
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No. 252. New Safety-Tip Ta- 
ble Lamp designed by General 
Lamp Mfg. Corp. Built to give 
maximum “Tip-Test” without 
danger of falling. Beige color, 
overall height of 22 inches, 
finished in General’s new 
“Platinum-Chrome,” all cli- 
mate, non-corroding and non- 
tarnishing. 16 inch adjustable 
shade is made of a new fibre 
glass material; easily cleaned 
with soap and water, is fire 
resistant, will not warp or dis- 
color, crack or disintegrate. 
Gives a soft luminous light. 


No. 250 For Floor Finishes, West Disinfecting Co. of- 
fers two types of treatment. New Westwax creates high 
gloss with exceptional resistance to traffic wear. Used on 
varnished wood, linoleum, rubber or composition tile and 
terrazzo. Without buffing or polishing, produces a hard 
luster with good anti-slip properties. Another water-solu- 
ble wax, Kwykwax, for the same floor coverings, has high 
anti-skid quality, brings out original color of surfaces and 
is durable and water resistant. Both products listed by 
Underwriters’ Labs. as anti-slip floor treatment materials 
and are approved by the Rubber Manufacturers Assn. 


No. 251 Twenty Pounds of Potatoes or other root vege- 
tables (mixed if desired) can be peeled in just one minute 
by the Univex Vegetable Peeler. An automatic timer con- 
trols the operation and prevents overpeeling. Skins are 
pulverized so they flow down any standard drain without 
clogging. The Univex is made of stainless steel, is light- 
weight, portable and easy to clean. Plugs in like a toaster. 


No. 254 Turning Out the Light won't leave you in the 
dark ... risking bumps, falls, accidents or lurking crimi- 
nals if the new Edco Delayed Action Light Switch is used. 
Quickly installed in any existing outlet or new construc- 
tion. Approved by Underwriters’ Labs. Like an ordinary 
light switch, the Edco snaps light on, but when the toggle 
is snapped to “off,” the light stays on for almost a full 
minute . . . long enough to let you walk a distance of 
about 75 feet, then the light goes out! Action is entirely 
automatic. Molded parts of bakelite and neoprene. Flush 
toggle, single pole, capacity of 10 Amps at 125 volts, 5 
Amps at 250 volts. Made by Electric Deodorizer Corp. 


No. 257 Vaporizing Liquid Fire Extinguisher named Air- 
Flo operates on a new principle. Big duel pumps build up 
internal air pressure which instantly forees the liquid out 
in a continuous, steady stream up to 30 feet. One gallon 
size, lightweight, easy to handle, this extinguisher offers 
highly effective protection against electrical and flammable 
liquid fires. Quick, dependable action guaranteed by rugged 
construction, non-freeze qualities of the VL liquid and 
Dryex. Sealed in an air-tight compartment, the Vaporiz- 
ing Liquid will last for years—only annual inspection neces- 
sary. Buffalo Fire Appliance Corp. 
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No. 259 Angelica Uniform Co. 
is introducing a multi-pur- 
pose garment to simplify uni- 
form purchasing by making 
possible the use of one style 
of garment in such depart- 
ments as housekeeping, die- 
tary, nurses’ aid and mainte- 
nance. Only color changes by 
department. One source of 
supply can make buying prob- 
lems simpler, sizes won’t vary 
and larger quantities (at low- 
er prices) may be bought be- 
cause buyers for different de- 
partments may combine or- 
ders. See illustration. Catalog 
of other styles available. 


No. 260 A Single Volume of 
all your pamphlets, catalogs 
and brochures can be made by 
using Bind-All, a flexible back 
multiple binder. Hugs what it holds, expands with its 
contents, always fits. Presents full bound appearance, 
allows contents to open flat. Requires no punching or 
drilling for insertions. Quick additions, removals or sub- 
stitutions. Collier Manufacturing Corp. 


No. 201 Con-O-Mizer connects on the cold or hot water 
water faucet over the sink where dishes, glassware are 
washed. The cleaning compound is siphoned into the sink 
through a plastic hose and mixed to the correct dilution. 
Under great pressure the water and cleaner meet in the 
Con-O-Mizer to form loads of suds. Saves on cleaning 
solutions. 


No. 256 Electronic Secretary answers the phone auto- 
matically, takes a message and also tells caller when doctor 
will return or where he can be reached. Easily installed as 
it is not connected to the phone. Just plug it in and use. 
Also serves as a handy dictation machine. Manufactured 
by Electronic Secretary Distributors, Inc. 


No. 258 Remove Rust and Hard Water Stains from porce- 
lain surfaces with Por-So-Kleen, a liquid cleaner to main- 
tain the whiteness of your plumbing fixtures. Harmless 
to the porcelain surface, will not injure hands or cause 
damage to septic tanks. No obnoxious odor. Not a poison, 
meets branding requirements of Federal Food and Drug 
Act. One quart bottles. Stellad Products, Inc. 


No. 249 Anti-Biotie Sensitivi- 
ty Test is simplified by use of 
a four-part culture plate de- 
signed by Joseph Felsen, M.D., 
and distributed by Clay-Ad- 
ams Co. Felsen Quadrant Cul- 
ture Plates readily hold up to 
twelve paper disks impreg- 
nated with various concentra- 
tions of the more common 
antibiotics. Invaluable wher- 
ever it is advantageous to 
view growth patterns on the 
same or different media, using four different strengths of 
the same culture. Each Felsen Plate is of standard Petri 
dish size (94 mm. O.D. x 15 mm. high) with two bisecting 
ridges 54% mm. high. Felsen Plates use standard 100 x 15 
mm. Petri dish covers. 
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No. 273 Sandless Urn is fireproof, odorless and smokeless. 
Scientifically designed receiver and throat makes possible 
engineered “air pressure control,” automatically extin- 
guishing lighted smokes and matches, eliminating smoul- 
dering and odors. No trap doors, springs levers, lifting 
devices or other forms of cover to be operated. Non-me- 
chanical. Time and labor saving because of large capacity. 
No sand or other material to be added to urn. Heavy steel 
body attractively finished with brown, black, red, grey, 
green, maroon or ivory simulated leather. 


No. 202 Recorded programs, radio programs or locally 
originated sound programs and announcements to as many 
as 40 rooms are provided by a new dual-channel consolette 
for medium-sized sound systems. Two audio programs 
and a two-way conversation may be carried on simul- 
taneously with the new model, making it well suited for a 
variety of instructive and recreational uses as well as 
communications and administrative control services for 
hospitals. 


No. 211. Medikit, a physician's bag, offers finger-tip ar- 
rangement of materials. Ten glass vials for pills, etc. are 
held to the under side of the top lid by spring-steel clips. 
The lid stands upright when open, making these vials easy 
to see and reach. Top compartment is deep enough to 
accommodate most instruments. Hinged self-locking front 
lid swings down to give easy access to five drawers, all of 
which are fitted with separators. 


No. 261 Pocket Saver will 
protect the fabric of clothing 
against the wear and tear of 
pens, pencils, rulers and other 
objects. Eliminates punctures 
from pencil points, rulers 
edges or other sharp instru- 
ments on inside of pockets. 
Made of strong, clear, cellu- 
lose acetate plastic by Ameri- 
can Kleer-Vu Plastics, Inc. 


No. 268 This Vegetable Slicer 
Attachment slices, shreds and 
grates vegetables and fruits 
autmoatically and fits and op- 
erates on any make food chop- 
per, dough mixer or food 

Cutter. Tubular chute is sup- 
plied with unit for slicing cu- 
cumbers, carrots, celery, rhu- 
barb, ete. Grater plate is 
available for cheese, bread, 
crackers, cocoanuts and simi- 
lar foods. Unit makes cole slaw, slices vegetables and 
fruits in any thickness, paper-thin or coarse. Chicago 
Scale and Slicer Co. 


No. 135 Surgical Drapes are made of a green-colored, soft 
draping, thin plastic film which is non-toxic and non- 
irritating to the skin, unaffected by surgical solvents and 
detergents. A margin of pressure-sensitive adhesive holds 
the drapes to the skin without skin clips, and demarcates 
the operative site. Drape is sterile, ready-to-use, and dis- 
posable after use. Available in treatment, perineal, towel, 
and eye drapes. 


No. 217 Leg exerciser is designed to assist in passive ab- 
duction after cup arthroplasty, rehabilitation of paraplegics 
and many other cases requiring weight controlled exer- 
cises. Exercising Board is hinged at the center and angled 
to approximate the arc scribed by the legs. It moves freely 
on ball bearings in all directions and there is protractor ad- 
justment for foot angle control. Food and heel of exer- 
ciser are covered with foam rubber for patient’s comfort. 
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No. 283. Permanently Fireproof Draperies of Fiberglas 
fabrics save time and money. Cannot burn, and will resist 
dirt. Rot and mildew proof. Wash and hang damp, dry 
quickly. No ironing. Never shrink or sag. Excellent color 
retention. $5.00 to $6.00 per yard. Owen-Corning Fiberglas 
Corp. 


No. 154 Eighteen storybook characters in appealing col- 
ors decorate a new all-metal bed tray for children. Key 
to the characters is permanently affixed to the under side 
of the tray. 13” x 20” washable top has a rim on all four 
sides to prevent food from spilling, and can be adjusted 


for reading. Tray folds flat for easy storage. 


No. 262 O-Plus Humidi- 
fier provides a most ef- 
fective method of ad- 
ministering vaporiza- 
tion, humidity or inhala- 
tion to patients with 
respiratory diseases. 
Produces an extra fine 
fog, controlled high or 
low humidity up to 
100°%. Responds accu- 
rately to sensitive ad- 
justments. A true me- 
chanical humidifier with 
no moving parts. No 
trained personnel re- 
quired. Greater capacity 
for all-day use. Ice 
chamber for cool comfort. Easy to install, easy to service. 
Compact, rugged, guaranteed. Can be used with any 
oxygen tent. Attachable, directly to the oxygen regulator 
or to a face mask for direct administration. O-Plus Mfe. 


Co. 


No. 277 Preoperative Washing with Septisal antiseptic 
liquid soap, achieves bacteriologically cleaner skin for pa- 
tient and surgeon. Proven nonirritating to normal skin. 
Unbreakable plastic bottle. Vestal Ine. 


No. 216 Direct visualization of the uterine canal is a 
great aid in determining the cause of uterine bleeding. The 
new Norment Hysteroscope features direct, illuminated, 
forward vision through a lens system which permits ex- 
amination of the entire uterine cavity including the fal- 
lopian orifices. It is for taking biopsy specimens and irri- 
gation conducted with slight suction. Valuable for early 
detection of cancer cf the endometrium. 
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No. 209 Specialist Extra-Fast-Setting Plaster of Paris 
bandage for use in clubfoot, wrist and other small casts is 
reported to set in two to four minutes. New type of band- 
age is put up in three sizes, 2”, 3”, and 4” x 3 yards. 


No. 214 All of the essential features necessary for the 
convenient examination and treatment of infants are in- 
cluded in the compact pediatric examining table. Has 
weighing scale, height measuring scale, Hide-A-Roll Ster- 
O-Sheet attachment, deep drawers for storage, roomy cup- 
boards and convenient electrical outlet. The built-in height 
seale is 34” long with gradations in eighths. Weights are 
measured on a platform type clinic scale having a capacity 
of 105 pounds. Available in ivorytone, greentone, bluetone 
and coraltone. 


No. 157. This new Cardineer Rotary file is unusual in that 
it revolves in a horizontal instead of a vertical plane. 
Thus, all records are in a natural position for posting 
or reference without removing them from the rotor. Where 
there is a large amount of reference, this breakdown of 
records allows several persons to use them free of inter- 
ference with each other. No adjustment is necessary 
when adding or removing a record. Records are housed 
on three self-supporting removable trays. 


No. 274 Index Automatic Changer which shows 40 2 
slides automatically—and the fingers never touch the slide. 
Features sturdy construction and clever mechanical design. 
Fits virtually all types 2 x 2 slide projectors. Golde Man- 
ufacturing Co. 


No. 200 Hughes portable fracture table is designed spe- 
cifically for first aid treatment and safe transportation of 
patients. It is the first portable fracture table which is 
equipped to completely immobilize the body, strap the pa- 
tient firmly in position to allow safe moving, tipping, or 
turning in transit, and is equipped to apply traction on any 
fracture right at the scene of the accident. Constructed of 
lightweight, rust-proof duralumin, it allows the X-raying 
of a patient right on the table. Folds compactly into a car- 
rying case. 


No. 253. The Toland Overbed Stretcher now has two new 
features for increasing versatility; (1) Side Rails which 
quickly transform the stretcher into a handy post-opera- 
tive cart and (2) a new model that can be set with speed 
and ease in Trendelberg position by pushing down on the 
adjustable guides and lifting the top. No pins or bolts to 
set or adjust. The Toland stretcher exclusive ‘tilts both 
ways” design enables its use in crowded wards without 
extensive maneuvering or shifting of the patient while 
making a transfer. Ease of operation allows one nurse to 
handle a transfer without help. Toland Hospital Equip- 
ment Co. 
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@ These cards require no postage; just check information you wish and drop in the mail. 


Up 


Here are a few items described else- 
where in this issue you may want to 
request when sending for other infor- 
mation on the postage-paid card at 
the right. 


Special Offers 


Gamophen Surgical Soap manufac- 
turers offer a sample and literature 
describing its hexachlorophene con- 
tent. 


Manufacturers will send a sample hy- 
podermie syringe upon request. 


Write for details on: 


Heavy-duty cleaning equipment 
Prostigmin Methylsulfate 
Explosion-proof Incubator 

Easy Lift 

Air Force Nursing 
Harro-Matic demonstration 
Sanitizaire 

Cotton Sutures 

Neocurtasal diets 

Vi-Dom-A Pillettes 


Adjustable Walker 


Housekeeping 
Roofs 

Wiring 

Food Warmer 
Record Book 
Kennel Club 
Incinerator 
Kler-Ro 
Magnet 

Hood 
Dispos-A-Robe 
Illuminator 
Nurses Cap 
Beaker 

Little Otto 
Pail 
Salvajector 
Plastic Needle 
Bed Pans 
Table 

Itrumil 


Hospital 
Address 


Send more information on items checked. 


Chair Brace 
Uniforms 
Bind-all 

Ring Cutter 
Suture Clipper 
Solu-Plastin 
Lectron-O-Scope 
Speed-clave 
Draperies 


fay 
Humidifier 

Soap 
Hysteroscope 
Bandage 

Pediatric Table 
File 

Changer 

Fracture Table 
Overbed Stretcher 
Planning Guide 
Feeding 


Diarrhea 
Plastic Items 


amp 
Recipe File 

our 

Facts on Rice 
Con-O-Mizer 
Secretary 
Por-So-Kleen 
Sensitivity Test 
Sandless Urn 
Medikit 
Consolette 
Pocket Saver 
Slicer 

Surgical Drapes 
Leg Exerciser 
Table Lamp 
Floor Finishes 
Peeler 

Light Switch 
Extinguisher 


Housekeeping 
Roofs 

Wiring 

Food Warmer 
Record Book 

Kennel Club 

Incinerator 


Dispos-A-Robe 
Iuminator 
Nurses Cap 
Beaker 

Little Otto 
Pail 
Salvajector 
Plastic Needle 
Bed Pans 
Table 

Itrumil 


Other information 
Name 

Hospital 

Address 


Send more 


Chair Brace 
Uniforms 
Bind-all 

Ring Cutter 
Suture Clipper 
Solu-Plastin 
Lectron-O-Scope 
Speed-clave 
Draperies 

Tray 

Humidifier 
Soap 
Hysteroscope 
Bandage 
Pediatric Table 
File 

Changer 
Fracture Table 
Overbed Stretcher 
Planning Guide 
Feeding 


information on items checked. 


Diarrhea 
Plastic Items 
Lamp 

Recipe File 
Sour 

Facts on Rice 
Con-O-Mizer 
Secretary 
Por-So-Kleen 
Sensitivity Test 
Sandless Urn 
Consolette 
Medikit 
Pocket Saver 
Slicer 
Surgical Drapes 
Leg Exerciser 
Table Lamp 
Floor Finishes 
Peeler 

Light Switch 
Extinguisher 


LIKE YOUR OWN COPY OF HOSPITAL TOPICS? 


If you would like to have your own personal subscription to HOSPITAL TOPICS, 


sign and mail this card. 
Haemo-Sol C One year $2.50 
[] Three years $6.00 


Vertavis 
eee Remittance enclosed. [] Please bill me. 
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BUSINESS REPLY CARD 


FIRST CLASS PERMIT NO. 34341, SEC. 34.9, P. L. & R., CHICAGO, ILLINOIS 


HOSPITAL TOPICS and BUYER'S GUIDE 
30 West Washington Street THE ALL-PURPOSE 


Chicago 2, Ill. : DISPOSABLE % 
DRINKING TUBE 
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of repository penicillin therapy 


Fir true repository therapy, try ABBociLuin-DC. With this new, 600,000-unit 
penicillin, blood concentrations adequate for the treatment of mild to moderately 

severe infections are consistently obtained with only L ce. every 48 hours. This 
means fewer injections, smaller dosage, less patient discomfort. When given at 
24-hour or more frequent intervals, a cumulative effect provides higher concentra- 
tions over an extended period. @ In all conditions for which repository penicillin is 
indicated, ABBociLiin-DC is excellent therapy. Recommended, too, for prophylactic 
use in preventing secondary infections. Always handy, always ready to use. Easily 
administered without clogging. Contains no oils or waxes. May be stored at ordinary 


room temperature. ABBOC ILLIN-DE is available at all prescription 


pharmacies. It is supplied in single units and in boxes of 12 units. bbrott 


ABBOCILLIN’- DC 


dose 


MAY, 1951 


PENICILLIN G PROCAINE IN AQUEOUS SUSPENSION 
600,000 units — Double Concentration 
In B-D* 1-cc. Disposable Cartridge Syringe 


*T.M. Reg. Becton, Dickinson & Co. 


1 
‘ 
f 
| 
| 
| 
‘ 
Median Blood Concentration Curve obtained with 
ay lece. doses of ABBOCILLIN-DC every 48 hours, for 4 injections 
50 
= | 
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BUYER'S GUIDE continued 


No. 269 Wet or Dry Garbage and waste material com- 

} letely consumed in air-cooled, automatic, gas-fired incinera- 

tor made by ABCo Incinerator Corp. Durable steel con- 
struction so com- 
pact, it takes lit- 
tle floor space. 
Economically 
burns natural, 
manufactured or 
mixed gases with 
fuel oil burning 
equipment availa- 
ble in areas where 
necessary. Ample 
circulation of air 
assures complete- 
ly cool unit creat- 
ing dehydration 
action, preventing 
odors and fermen- 
tation. Low and 
high pressure type 
models. 


No. 269 


{ 
No. 203 Kler-Ro readily dissolves blood, pyrogens, and 
other contamination from laboratory, hospital and surgical 
equipment. A ten-minute soaking in a Kler-Ro solution 
eliminates the harsh scrubbing which impairs the efficiency 
of surgical instruments, and does not affect their sharpness. 


No. 219 Moisture Magnet vives protection against damp- 
ness, mold, mildew, corrosion, rust and rot. The unit is 
plugged into any 115 volt outlet. A*fan°draws damp air 
over refrigerated coils, meisture condenses on coils and is 
‘aught in an &-quart receptacle, then dry reheated air is 
expelled into the room. Will not overdry air at ordinary 
oom temperature 


No. 104. Fume Hood is especially 
onstructed to offer protection 
for those working with radio- 


isotopes. 


No. 206 Cut examining gown 
costs, eliminate laundry bills 
with Dispos-A-Robe, a linen-like 
textured paper patient’s gown. 
Having no tie strings or snaps 
and fitting all sizes, it is easy to 
slip on. Over-lap closure, front 
or back, The paper is water re- 
pellent 


No. 215 Two 14” x 17” X-ray 
films or any transparencies up 
to 17” x 28” may be read on a 
new fluorescent double illumina- 
tor. It may be recessed in the 
wall or, supported by two “feet,” 
it may be placed on a desk. 
Equipped with four adjustable 
tension type clips to permit wet 
film viewing. Frame is of 18 
gauge monel metal—satin finish. 
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No. 195 Nurses cap 
covers the hair com- 
pletely, keeping it 
snugly in place. It is 
made so that it can- 
not be worn on the 
back of the head like 
a turban; to stay on 
it must be worn 
across the forehead, 
keeping the front 
lock of hair from 
being exposed. Made 
of lightweight mus- 
lin, strongly stitch- 
ed, easy to put on. 
Available with elas- 
tic band in the back 
or with a draw- 
string. 


No. 212 A better means of 
handling large beakers is 
offered by the sturdy glass 
handle of a new 3000 ml 
Pyrex beaker. The handle 
can be grasped firmly with- 
out fear of burns and is at- 
tached by a stainless steel 
band. Both handles and 
bands are easily removed 
and are interchangeable. 
Heavy beaded top rim of 
beaker prevents chipping. 


No. 213 Little Otto, new 
portable contour leg and 
foot rest, provides eleva- 
tion with mobility. Excel- 
lent for patients with ede- 
ma due to heart disease, 
varicose veins and all cir- 
culation disturbances or or- 
thopedic conditions requir- 
ing elevation. 


No. 199 Rubber garbage pail prevents the escape of odors 
from contents. Has a locking top, is rustproof, sanitary 
and easy to keep clean. Comes in a four gallon size. 


No. 205 Salvajector 
scraps, pre-washes, 
disposes of garbage 
in one quiet opera- 
tion. Silverware and 
small dishes cannot 
be lost in the food 
scraps, and it pro- 
longs the life of chi- 
naware. Unit con- 
tains a riser pipe, 
disposal unit, and 
water is kept at 107°. 
Waste is discharged 
into a sewer connec- 
No. 205 tion. 
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No. 198 A flexible needle which can remain in a vein for a 
long time, eliminating repeated venipunctures is now being 
manufactured. This plastic needle consists of an ordinary 
intravenous needle over which is passed a hubbed segment 
of plastic tubing. The needle is inserted into the vein as 
usual. After plastic cannula has entered the lumen of the 
vein the stylet needle is withdrawn approximately % inch 
and, with a slight forward pressure, the plastic cannula is 
advanced into the vein. Stylet needle and plastic cannula 
are ready for intravenous administration of fluid. 


No. 49. Relax bed pans are anatomically formed to insure 
comfort for the patient and correct posture. These bed- 
pans now come in pastel green, a color which is widely 
used instead of glaring white. Bedpans may be ordered 
all white, all green, or in a package of two green and 
one white. 
OHIO HOSPITAL MEETING 

(Continued from page 13) 
necessary to do the work well and quickly. 
6. Arrange a system of recording trouble calls so that 
they can be analyzed and chronic troubles eliminated. 
7. Make sure that all equipment and systems are ade- 
quate to do the work required of them. 

With a well organized crew of capable, well paid men, 
who are backed up by a simple orderly filing system, an 
ample stock of supplies and parts, plenty of good tools 
and an adequate, modernized plant you will be able to 
maintain what you have at a final cost that will be far 
less then you would have to pay for an unsatisfactory sit- 
uation. 

Under such an ideal situation the men are more likely 
to be happy with their jobs and are likely to be more 
permanent. The whole hospital will operate more smooth- 
ly and equipment will last longer and fewer repairs will 
be necessary. 


Job Analysis—A Tool for Work Simplification 


John G. Turner, United States Employment Service, 
Columbus — A job breakdown gives the facts which are 
basic to successful simplification plans and procedures. 
The best place to make a job breakdown is on the job. 
Workers need to know what you are doing and why you 
are doing it, so gain the worker's cooperation by allowing 
him to share in the breakdown. Work simplification in- 
terests him: will it secure his job or displace him, will 


MAY, 1951 


No. 278 Straddling of Table Legs eliminated by new 
design in Atlas Foldaway Tables. Legs are so placed 
and shaped that contact by seated person is avoided. 
Sturdily constructed tables of five-ply, three-quarter- 
inch plywood, round and rectangular sizes. Will sup- 
port load of 1500 pounds. Steel fold out legs auto- 
matically lock when open. Legs also available sep- 
arately, complete with bolts, for easy attaching to 


plywood or masonite tops. All-Luminum Products. 


No. 248 Itrumil, Ciba, for control of hyperthyroid- 
ism, combines antithyroid action with the thyroid- 
involuting effect of iodine. It is an iodinated thiour- 
acil, known chemically as sodium 5-idio-2-thiouracil. 


No. 275 Varo-Met Chair cae. 


Brace designed for 

training of cerebral pal- \ | 

sy children, helps teach 
head balance, sitting \ J { § 


balance and use of { ig 
hands. Supports and =) 
permits effective, safe 
control during early 
stage of training. En- 
ables child to “learn by 
doing.” Weak muscles 
become stronger, unru- 
ly ones learn control by 
constant, purposeful ef- 
fort. Booklet available. 
Varo-Met, Inc. 
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it offer him a chance to specialize his talents, will it 
cut out cause of fatigue, and will it make his work safer 
and easier? 

After you have questioned every detail and focused 
your attention on the new way, it is time to put the new 
system to work. 

Human failings often stop improvements from being 
put to work either by resistance to new ideas or resent 
ment of criticism. Be sure these do not stop any idea 
of improvement. 


Nursing Service—Patient’s Viewpoint 


Robert Heidler, Times Star, Cincinnati We want a 
nurse to be loyal to the doctor; to the hospital, to herself 
and to us. 

We want nurses that are able by their humanism, 
their patience and understanding, by their quick efficiency, 
by their being able to divine whether we want to talk 
or sulk, to convey the feeling that we will get over the 
hump. 

Once they have set a standard of services, of effi 
ciency, of pleasantness, we don’t want them to be sloppy, 
to forget or to be sour. 

We take as par value the fact that the nurse got 
her job because she knew her stuff and the way the 
hospital wanted her to spread her stuff. 

We consider Nurse to be our best friend and we will 
do anything to keep it that way. We want the respect 
of the nurse and we want to respect her. 
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No. 282 Planning Guide tells five vi- 
tal functions an air conditioning sys- 
tem should perform, six components 
needed to do the job, what to expect 
from an air conditioning system and 
factors to consider when planning a 
system. Illustrations of equipment and 
interiors where used. Westinghouse 
Electric Corp. 


No. 279 Pertinent Material on newer 
methods of management and feeding 


of premature infants and case his- 
tories of multiple births is brought to- 
gether by the Carnation Co. in a 
symposium, “The Premature Infant 
and Multiple Births.” 

No. 280 Diarrhea of the Newborn, 
booklet distributed by Carnation Co., 
contains scientific data collected in 
hope of contributing better understand- 
ing of the serious problem in the new- 
born nursery. 

No. 281 New Catalog from Keyes 
Fibre Co. showing many disposable 
and plastic food service items, is just 
off the press. Well illustrated. Dimen- 


TELL YOUR COMMUNITY 


About Your Hospital 


Tell vour patients and their visi- 
tors how your hospital helps folks 
to get well. Tell them how your 
x-ray department helps you to 
safeguard their life and health. 

These six page booklets are edu- 
cational, easy to understand. In- 
teresting pictures illustrate your 


many services in the “Helping 
Folks to Get Well” booklet. Pho- 
tographs of x-ray diagnosis and 
fluoroscopy dramatize the second 
booklet. In both the “why” of 
hospital costs is effectively told. 
Two color printing on enamel 
paper, yet reasonably priced. 


SEND FOR SAMPLES No. HT5-5! — No. Obligation 


OTHER PAMPHLETS INCLUDE: UNPAID WORKERS * PERFORMANCE BACK STAGE * 
NURSING SERVICE * VICTUALS and VITAMINS * COMPETENT CARE * and OTHERS 


PHYSICIANS’ RECORD CO. 


161 West Harrison Street 


Chicago 5, Illinois, U.S.A. 


MORE THAN 90% OF APPROVED HOSPITALS USE OUR PRODUCTS 


sions and sizes of items tabulated so 
size and shape for needs can readily be 
determined. 


No. 270 Contempo Lamps for hospitals 
are described in illustrated folder is- 
sued by General Lamps Manufactur- 
ing Corp. Several new and unusual 
features are shown. 


No. 271 Mealmaster Recipe File and 
Menu Service for quantity food kitch- 
ens contains more than 500 tested reci- 
pes. Covers everything from appetiz- 
ers to desserts. Carefully checked for 
taste acceptance and appetite appeal. 
Portion costs and major nutritional 
values given. Provides daily menus for 
a year. 5x8 inch cards and booklet 
are contained in convenient, usable box, 


No. 272 Diamond Safety Linen Sour 
folder briefly describes how this spe- 
cialized laundry sour helps laundry op- 
erators to maintain high work quaiity 
and secure longer linen life. Eight ma- 
jor advantages summarized. 


No. 263 Facts on Rice, its values and 
recipes using the grain have been pre- 
pared by the Rice Consumer Service. 


No. 264 Housekeeping Problems in 
institutions are dealt with in a new 
book called “Administrative House- 
keeping.” The role of the housekeeper, 
her functions and responsibilities are 
defined, 


No. 267 Roof Maintenance is discussed 
in an attractive 32 page brochure re- 
leased by The Tremco Manufacturing 
Co. Information is supplied by the 
Tremeo laboratory and is illustrated 
by photographs, drawings and dia- 
grams, thoroughly exploring such sub- 
jects as the various types of roofs, 
how they are built, what factors enter 
into their deterioration and how roof 
problems can be diagnosed and treated. 


No. 265 More than 75 Wiring Devices 
and ineandescent lighting fixtures are 
illustrated and described in a new cata- 
log from John I. Paulding, Inc. Fur- 
nishes full specifications together with 
shipping information. 


No. 266 Hot Food Equipment is de- 
scribed in a colorful &-page booklet 
issued by The Bastian-Blessing Co. 
Eleven models of its waterless food 
warmers are shown. These new food 
warmers are gas or electrically op- 
erated. 


No. 224 The returning of empty medi- 
cal gas cylinders to the supplier be- 
comes more important as steel short- 
ages loom and the use of medical gases 
increases. Cylinder Record Book, avail- 
able without charge, facilitates the ac- 
counting for cylinders received and 
returned and the avoidance of over- 
stocking. 

No. 225 Remember the Cat-A-Log? 
It’s huge success has prompted the - 
Kennel-Club, dog pictures with clever 
captions. 
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NEW DRAPING 
METHOD 


“SCOTCH” Surgical Drapes 


Made of a thin plastic sheeting with a border 
of special adhesive; adhere to the skin on 
contact « Maintain a fixed sterile field « 
Form an impermeable barrier against con- 
tamination e Give surgeon unencum- 
bered working area e Give no wound edge 
irritation « Are quickly applied to the most 
difficult areas. 


eliminates towel clips, 
towel sutures, 
towel bulkiness 


Conventional Drapes 


Insecurely held in place « Easily contam- 
inated « Must be laundered and sterilized « 
Require towel clips or suturing—a source 
of discomfort to patient and possible source 
of secondary infection * Frequently restrict 
surgeon’s movements ¢ Not available with- 
out sterilization facilities and trained per- 
sonnel « Extremely difficult to apply on 
irregular areas. 
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Flew Li terature 


No. 282 Planning Guide tells five vi- 
tal functions an air conditioning sys- 
tem should perform, six components 
needed to do the job, what to expect 
from an air conditioning system and 
factors to consider when planning a 
system. Illustrations of equipment and 
interiors where used. Westinghouse 
Electric Corp. 


No. 279 Pertinent Material on newer 
methods of management and feeding 


of premature infants and case his- 
tories of multiple births is brought to- 
gether by the Carnation Co. in a@ 
symposium, “The Premature Infant 
and Multiple Births.” 

No. 280 Diarrhea of the Newborn, 
booklet distributed by Carnation Co,, 
contains scientific data collected in 
hope of contributing better understand- 
ing of the serious problem in the new- 
born nursery. 

No. 281 New Catalog from Keyes 
Fibre Co. showing many disposable 
and plastic food service items, is just 
off the press. Weli illustrated. Dimen- 


TELL YOUR COMMUNITY 


About Your Hospital 


Tell your patients and their visi- 
tors how your hospital helps folks 
to get well. Tell them how your 
x-ray department helps you to 
safeguard their life and health. 

These six page booklets are edu- 
cational, easy to understand. In- 
teresting pictures illustrate your 


many services in the “Helping 
Folks to Get Well” booklet. Pho- 
tographs of x-ray diagnosis and 
Huoroscopy dramatize the second 
booklet. In both the “why” of 
hospital costs is effectively told. 
Two color printing on enamel 
paper, yet reasonably priced. 
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OTHER PAMPHLETS INCLUDE: UNPAID WORKERS * PERFORMANCE BACK STAGE * 
NURSING SERVICE * VICTUALS and VITAMINS * COMPETENT CARE * and OTHERS 


PHYSICIANS’ RECORD CO. 


FOR EVERY HOSPITAL 


Purpose 161 West Harrison Street 


Chicago 5, Illinois, U.S.A. 


MORE THAN 90% OF APPROVED HOSPITALS USE OUR PRODUCTS 
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DRAPING 
THOD 


urgical Drapes 


istic sheeting with a border 
ve; adhere to the skin on 
n a fixed sterile field « 
eable barrier against con- 
> surgeon an unencum- 
ea e Give no wound edge 
uickly applied to the most 


with moisture-proof, 
adhesive-held 


plastic film 


... are less irritating 


Extensive pharmacological studies over 
a period of years have shown that the new 
adhesive developed for use on “SCOTCH” 
Brand Surgical Drapes as well as the plastic 
film used give considerably less skin irri- 
tation than any surgical tape tested. Clinical 
trials showed no evidence of wound edge 
irritation. 


... for ease in draping 


For the first time, here are surgical drapes 
made of a soft draping plastic film that 
conforms easily to irregular body contours. 
They are securely held in place by a strip of 
special pressure-sensitive adhesive that holds 
tight and yet is easy to remove. The drapes 
are non-toxic and unaffected by surgical 
solutions. They are sterile and ready for 
immediate use. By a special method of 
packaging they can be removed and applied 
without danger of contamination. 


FOUR TYPES... 


for all operative techniques 


Towel Drapes measure 8” x 16” with 
I. a strip of adhesive along one side. 


Treatment Drapes are 1414" x 16” with 
e a2" circular opening in the center. 
Adhesive surrounds opening. 


e to cover patient’s head. Each has a 
3” x 2” adhesive bordered opening. 


Perineal Drapes are 16" x 2514” with 


3 Eye Drapes are 32"x 50”—large enough 
4, strip of adhesive on one end. 


SCOTCH 


BRAND 


Surgical Drapes 


AVAILABLE FROM YOUR 
SURGICAL SUPPLY DEALER 
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‘““SCOTCH”’ SURGICAL DRAPES 
e 
in difficult-to-drape areas 
} Treatment Drape is an aid in removal of 3 Toes and other extremities are effectively 
boils, wens, moles. Helps prevent infec- . draped ‘with Drape. Positive 
tion. asepsis is maintained. 
4 Towel Drapes may be used to demarcate 
2 Treatment Drape isolates operative site * a site of almost any angular shape. Diffi- 
* for repair of lacerations. cult areas may be draped effectively. 
ALSO FOR: Any emergency surgery or treatment where sterilization 
facilities are not available, such as in accident cases or home deliveries. 
Three Towel Drapes and one Perineal 7 “SCOTCH” Surgical Drapes may be 
¢ Drape are employed in draping for thy- *® folded over wounds as moisture-proof 
roidectomy. dressings. 
The Eye Drape holds firmly around or- 8 Towel Drapes employed in masking off 
© bital area. ileostomy. 
ALSO FOR: Surgery of the female genital tract, breast, gastro-intestinal 
tract, herniorrpaphy, vein ligation, cholecystectomy, neurosurgery. 
e 
urgical Urapes 
BRAND 
ORDER a supply from your surgical dealer today. Madeinvu.s.A. by Minnesota Mining & Mfg. Co., oe 
Write Dept. X, Minnesota Mining & Mfg. Co., St. Paul 6, Minn., makers of over 100 varieties De 
St. Paul 6, Minn., for additional literature. of pressure-sensitive adhesive tapes. - 
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BUYER'S GUIDE continued 


No. 172. Every first aid room will find the finger ring 
cutter a valuable device in getting rings off in an emer- 
gency. Slipped under the ring, a lever holds it against a 
tiny saw. The saw is turned by a thumb screw. 


42 No. 42. Convenient su- 
ture clipper for stain- 
less steel and other su- 
ture materials, is held 
by the third finger. 
Leaves the hands free 
for tying knots or for 
holding other instru- 
ments such as needle holders or forceps. 


No. 121. Solu-Plastin is a stable solution of thrombo- 
plastin for use in the determination of accurate, consistent, 
reproducible prothrombin times. It eliminates the need for 
time-consuming manipulations previously necessary to pre- 
pare thromboplastin powders for use. Every batch is 
standardized against human plasma before it is released. 
All packages of Solu-Plastin are accompanied by a bottle 
of Calcium Chloride solution. 

No. 204 Pantastic, a wonderful new silicone discovery will 
eliminate scouring of pots and pans. It keeps food and 
grease from sticking to the bottom of pots, pans, broilers, 
metal, enamel, glassware. Foods may be cooked with less 
grease. Works fine on irons to keep starch from sticking, 
ice cubes drop out when trays are coated with Pantastic. 
Odorless, tasteless, and one application lasts through many 
cookings. 

No. 15. Lectron-O-Scope magnifies heart and chest sounds 
as high as fifty times. This new diagnostic aid is about 
the size of a small flashlight and is used in a manner 
similar to an ordinary stethoscope. In addition to magni- 


SANITIZAIRE 


ODOR ELIMINATION... AIR DISINFECTION 


CHURCHES 


UNPLEASANT ODORS 


SANITIZAIRE Circulates air, 
deodorizes and reduces air-borne 
bacteria in one operation. Reduces 
danger of infection spread wherever 


Write for documented laboratory 


MEETINGS 
scHoots 


people gather. 


750-1500 CUBIC FEET 


tests, price list and other particulars. 
AIR CIRCULATION PER MINUTE 


SAFE + SILENT 
GUARANTEED LAMP LIFE 
OF 10,000 HOURS 
PORTABLE + INEXPENSIVE 
CONSTANTLY EFFECTIVE 
LOW OPERATING COST 


distributor: 
sole NINGS 


EN 
Los Angeles 38, 
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fication of sound, the instrument provides a tone control, 
similar to the treble and bass control on a radio, for bring- 
ing out sounds of varying frequencies. Many more sounds 
previously impossible to hear or obtainable only with diffi- 
culty are now possible. It also facilitates the examination 
of large groups by reducing listening time. 
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No. 231. Speed-Clave (see above) is a high speed sterilizing 
unit which gets up to pressure and temperature in 3 
minutes (8 minutes from a cold start). Can be used to 
sterilize instruments, syringes, needles, gloves and cotton 
goods. Its pressure cooker type door allows quick operating. 
It weighs 15 lbs. 4 oz. The door will withstand 80 lbs. 
of pressure. The unit has a secondary safety measure— 
a blow-out plu-. 


HANDCRAFT COTTON SUTURES 


Now there is no need to use unreliable cotton for the surgeon 
who prefers cotton. Handcraft Cotton Sutures are the finest 
achievement of the first manufacturer of cotton sutures. 

@ Uniform in size. 

@ Uniformly strong. 

@ Light blue in color—non-toxic to tissue. 

@ Smooth, pliable finish 


Trial lengths are available upon request. If you do 
not have a Gudebrod Catalog, send for a copy today. 


225 West 34th Street, New York 1, N. Y. 
MANUFACTURERS OF CHAMPION NON-ABSORBABLE SUTURES 
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SALT HORMONES 


regulate. retention of sodium and chloride and the excretion of potassium 
_ prevent breakdown of body protein. They inhibit cellular injury and 

__ Current inflammatory reaction common in a wide variety of disea 


4 
COMPOUND F HORMONES 


hormones—a ital importance in stress situations. 


-acting and quickly metabolized, ACTHAR is free of cumu- 
lative effects when administered in proper dosage and with proper 
spacing of injections. The speed of onset of therapeutic action is a 
significant advantage in acute conditions. 


ACTHAR is the preparation of choice in those diseases requiring 
maintenance therapy. ACTHAR permits uninterrupted, continuous 
therapy without rest periods, since it functions as the true physi- 
ologic stimulus to the adrenal cortex and does not cause adrenal 


involution. 


ESTABLISHED INDICATIONS: Rheumatoid arthritis, rheumatic fever, 
acute lupus erythematosus, severe asthma, drug sensitivities, con- 
tact dermatitis, most acute inflammatory diseases of the eye, 
acute pemphigus, exfoliative dermatitis, ulcerative colitis, acute 
gouty arthritis, secondary adrenal cortical hypofunction, alcohol- 
ism and acute delirium tremens, and severe burns. 


Literature and directions for administration of ACTHAR, including 
contraindications, available on request. 


ACTHAR is available in vials of 10, 15, 25 and 40 I.U. (mg.). The 
Armour Standard of ACTHAR is now accepted as the International 
Unit, 1 International Unit being equivalent to 1 milligram of ACTHAR. 


AUTHAR 


THE ARMOUR LABORATORIES BRAND OF ADRENOCORTICOTROPIC HORMONE (A.C.T.H) 
® al 
THE ARMOUR LABORATORIES 


TL, PELINO HTS 


PHYSIOLOGIC THERAPEUTICS THROUGH BIORESEARCH 
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CLASSIFIED 


SHAY MEDICAL AGENCY 


Blanche L. Shay, Director 
Pittsfield Bldg., 55 E. Washington St. 
Chicago 2, Illinois 


POSITIONS OPEN 


ADMINISTRATORS: (a) East. 100 bed hos- 
pital in city of 300,000. Well staffed with 
capable heads of departments. $7,000- 
$10,000. (b) Middle West. R. N. with ad- 
ministrative experience. 50 bed hospital in 
(c) East. 
90 bed hospital; expansion program in prog- 
ress to increase to 165 beds. Located in col- 
lege town of 30,000. Good staff and very 
cooperative board. $7,000 minimum. (d) 
East. 250 bed hospital, fully approved, in 
city of 25,000. $10,000 minimum. 


small town close to large cities. 


Physical Therapists, Registered, new 120 
bed polio hospital, city of 90,000. Starting 
salary $260.00 plus full maintenance, sick 
leave, three weeks annual paid vacation. 
Write Administrator, Central Carolina Con- 
valescent Hospital, Greensboro, North Caro- 


lina. 


Attention! ... 


HOSPITAL 
PHARMACISTS 


VI-DOM-A 


PILLETTES 


Are Now Available 


@ Each CANDY-LIKE Pillette con- 
tains 50,000 Units of SYN- 
THETIC VITAMIN A. 


@ NO FISHY TASTE OR ODOR 
with subsequent "BURPS". 


@ Can be chewed, swallowed or 
mixed with other foods. 


Write for Special Prices 


Dome Chemicals 
INC. 
109 W. 64th St., New York 23, N. Y. 
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J.Milo Anderson 
—became director 
of hospitals, Ohio 
State University, 
April 16. He has 
been superintend- 
ent, Methodist 
Hospital, Gary, 
Ind., since 1945. 
W. E. Arnold—is new administra- 
tor, City-County Hospital, McKinney, 
Texas, replacing Harry Payne. 


liarriott Baily—named superintend- 
ent, Veterans Memorial Hospital, Wau- 
kon, Ia. 


Mark Berke—appoint administrator, 
Mt. Sinai Hospital, Philadelphia. For- 
merly assistant director, Mt. Sinai 
Hospital, Cleveland. 


Lucille Billington—now administra- 
tor, Stephens County Hospital, Breck- 
enrige, Texas. 


Mrs. Jack Black—has become admin- 
istrator, Sarah D. Culbertson Memo- 
rial Hospital, Rushville, Tl. 


Howard Brindley—named chief per- 
sonnel officer, VA Hospital, Ft. Thomas, 
Ky. He succeeds Clifford C. Streutker. 


Paul J. Connor, Jr.—appointed as- 
sistant administrator, Middlesex Gen- 
eral Hospital, New Brunswick, N.J. 


Capt. Mary V. Cotterell—new super- 
visor, hospital medical section, Perey 
Jones Hospital, Battle Creek, Mich. 


Doyle Eastland —has been named 
manager, Haskell (Texas) County Hos- 
pital, succeeding J. D. Westbrook, Jr. 


Margaret Esau—named director, 
School of Practical Nursing, Brook- 
lyn Y.W.C.A. Formerly assistant di- 
rector, School of Nursing, St. Johns 
Episcopal Hospital. 


Dr. Seymour Fisher — appointed 
manager and Paul M. Clauser, assist- 
ant manager of the new 192-bed VA 
hospital, Phoenix, Ariz. to be dedi- 
cated June 10. 


John P. Garrison — replaced Daniel 
M. Brown as executive director, Los 
Alamos (N.M.) Medical Center. For- 
merly superintendent, Winona ( Minn.) 
General Hospital. Mr. Brown is now 
administrator, Brackenridge Hospital, 
Austin, Texas. 


Speaking 


Capt. J. N. C. Gordon, M.C. USN— 
will take over command of Oakland 
(Calif.) Naval Hospital. He replaces 
Rear Admiral Sterling S. Cook. 


appointed acting su- 
(Okla.) Mu- 


Gordon Goree 
perintendent, Shawnee 
nicipal Hospital. 


Donald S. Grant—named assistant 
director, Lankenau Hospital, Philadel- 
phia. Formerly assistant to adminis- 
trator, Christian H. Buhl Hospital, 
Sharon, Pa. 

George F. Grueninger—appointed as- 
sistant manager, VA Hospital nearing 
completion at Kansas City, Mo. 


Joe B. Groner — business manager, 
State Hospital +1, Fulton, Mo. and 
E. J. McKee, business manager State 
Hospital, Marshall, Mo. have ex- 
changed positions. 


Dr. A. J. Hockett—administrator, 
Wallowa Memorial Hospital, Enter- 
prise, Ore. Formerly director, Wil- 
mington (Del.) General Hospital. 


Dr. Philip S. Henderson—clinical pa- 
thologist has joined the staff at North 
Little Rock (Ark.) VA Hospital. 

Edward L. Houchin—succeeds Wil- 
liam D. Leet as administrator, Way- 
side Hospital, Lexington, Ky. 


James H. Irwin — appointed super- 
intendent, Goddard Hospital, Brock- 
ton, Mass., succeeding Norman Wig- 
glesworth. 


Evelyn Mills—appointed assistant 
administrator, Gnaden Hueten Hos- 
pital, Lehighton, Pa. 


Gertrude Overstreet—appointed ad- 
ministrator, Appling General Hospi- 
tal, Baxley, Ga. It is scheduled for 
opening May 12. 


Charles Alexander Robb — named 
superintendent, Roper Hospital, 
Charleston, S.C., succeeding F. Oliver 
Sates who recently resigned. 


R. Mark Stanton — elected super- 
intendent, McLeod Infirmary, Flor- 
ence, S.C., succeeding Frank H. 
McLeod who has resigned. 


adminis«, 
Memorial 


Norman Synder—named 
trator, Gladewater (Tex.) 
Hospital. 
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Barbara Janata, R.N.—has assumed 
duties as director of nurses, Pottsville 
(Pa.) Hospital. 

Robert Jones— named manager of 
the hospital at Hiawatha, Kans., re- 
cently constructed. 

Dr. Clifton H. Smith—manager, VA 
Hospital, Atlanta, Ga., has been ap- 
pointed manager, Cold Spring Road 
VA Hospital, Indianapolis, Ind. He 
replaces Dr. E. H. Hare who has been 
appointed manager, new VA Hospital 
at the Indiana University Medical 
Center. 

Mrs. Edith Cain Murrie—has been 
appointed superintendent, Anna City 
Hospital, Anna, Ill. She succeeds 
Mr. E. A. Ryberg who died a few days 
following the opening of the hospital. 

Walter B. Phelps—elected president- 
elect, Kentucky Hospital Association. 
He is administrator, Good Samaritan 
Hospital, Lexington, Ky. 

Mrs. Ann Lucille Laird—appointed 
director of nursing, Hlinois Neuropsy- 
chiatric Institute, University of Illi- 
nois, Chicago. 

Dr. Michael L. Matte—manager of 
the VA Hospital, Fort Logan, Col., has 
been appointed manager, new VA Hos- 
pital scheduled to open in Denver in 
July. 

Dr. Louis V. J. Lopez—manager of 
the VA Hospital, Fort Meade, S. D., 
has been appointed manager, VA Hos- 
pital, Canandaigua, N. Y. succeeding 
Dr. Nils B. Hersloff, who resigned. 

Elizabeth Brosious—retired as ma- 
tron, Sunbury (Pa.) Community Hos- 
pital after serving it for 56 years. 

Clifford G. Sawyer—appointed direc- 
tor, Bedford County Memorial Hos- 
pital, succeeding the late William A. 
Dawson. Mr. Sawyer was administra- 
tor, Good Samaritan Hospital, Leba- 
non, Pa. 

Phillips—appointed business 
manager, Sedgwick County Hospital, 
Wichita, Kans. 

R. G. Ramsey—renamed Executive 
Secretary, Southeastern Hospital Con- 
ference. He is assistant superinten- 
dent, Gartley-Ramsey Hospital, Mem- 
phis, Tenn. 

Wesley Lamer—administrator, Phy- 
sicians and Surgeons hospital, Port- 
land, Ore., was elected President of the 
Owegon State Hospital Assn. 

T. B. Stevenson, superintendent, Col- 
lenton County Hospital, Walterboro, 
has been elected president of the S. 
Carolina Hospital Assn. Other offi- 
cers are Robert Dougherty, Columbia 
president-elect and P. A. Hodges, as- 
sistant superintendent Columbia Hos- 
pital, secretary-treasurer. 

Dr. L. H. B. Foote—medical direc- 
tor of Florida A. & M. College Hos- 
pital, Tallahassee, has received a pub- 
lic service award from the board of 
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trustees of Howard University for 
“distinguished post-graduate achieve- 
ment in the field of medicine.” Dr. 
Foote has seen A. and M. grow from 
a 19-bed hospital to a newly dedicated 
two million dollar institution with 100 
beds in his 24 years of service to the 
hospital. 


New Officers Announced 

For Upper-Midwest Conference 
Harry C. Wheeler, administrator, 
Billings (Mont.) Deaconess Hospital 
is president-elect and Oscar Nelson, 
assistant administrator, Sioux Valley 
Hospital, Sioux City, S.D., is vice 


president-elect of the Upper Mid-West 
Hospital Conference. They will take 
office at the close of the convention in 
Minneapolis, May 16-18. 


Arizona Association Elects 

New Officers for 1951 

Clifton H. Linville, superintendent, 
Yuma General Hospital, is the new 
president of the Arizona Hospital As- 
sociation. The vice president is Lloyd 
French, superintendent, Southside Dis- 
trict Hospital and Guy M. Hanner, 
administrator, Good Samaritan Hos- 
pital, Phoenix, is secretary-treasurer. 

(Continued next page) 


Hypodermic Syringes 


Shock- Proof 
SYRINGE 


INDIVIDUALLY CALIBRATED 
TRIPLY ANNEALED 


GLASS TIP 
METAL TIP 
LOCK TIP 


in a complete 
range of sizes 


For the Buyer Who 


Must Consider Price and Quality 


Hospitals often find it necessary to consider price when purchasing 
hypodermic syringes—yet quality cannot be sacrificed when budgets 
are limited. To meet such situations, more and more hospital buyers 
specify Propper Hypodermic Syringes. 

Accurately hand-ground, Propper Luer Lock Tip and Luer Metal 
Tip Syringes are made exclusively from re-annealed borosilicate glass, 
formulated to provide maximum resistance to corrosion, temperature 


change, breakage, strain and wear. Propper craftsmen permanently 
attach the precision-made Metal Tips and Lock Tips. They are de- 
signed specifically to fit every standard luer hub needle to prevent 
leakage and to substantially reduce tip breakage. Barrels have per- 
manent ceramic markings fused-in at annealing temperatures. Syringes 
are pre-tested and guaranteed against leakage and backflow. 


Propper Quality Glass Tip Syringes are made from finest glass and 
careful workmanship insures a closely fitting luer taper. Tip breakage 
due to imperfect fit is thus held to the absolute minimum. Fit all 
standard luer hub needles. Order Metal Tip, Lock Tip and Glass Tip 
Syringes today. A sample syringe sent at your request. 


TYPICAL LIST PRICES PER DOZEN FOR PROPPER SYRINGES 
NT 


ER TIP ECCENTRIC TIP 
Glass Metal Luer Glass Metal 
SIZE Luer Tip Lock Luer Tip Lock 
2c 3500 $ $ 
$cc 20.50 24.20 23.0 25.00 29.30 30.50 
10 cc 27.70 33.30 40 31.00 37,80 39-00 
20 cc 30 39.40 41.00 39.90 450 45.50 


33 
30, 50 and T00 cc. also available. 


PROPPER 


10-34 44TH DRIVE, LONG ISLAND CITY 1,N.Y. 


y 
| 
' 
H 
— 
H 
H 
4 
i 
15 


PERSONALS continued 


Curtis C. Kirkham—replaces E. Van 
Wagenen — as superintendent, Lake- 
side Methodist Hospital, Rice Lake, 
Wis. 

Maj. Georgia Lessley — named as- 
sistant chief Nurse, U.S. Army Hos- 
pital, Camp Atterbury, Ind. 


Dr. Joseph A. Langbord—medical di- 
rector, Sidney Hillman Medical Center 
of Male Apparel Industry of Phila- 
delphia. 


Robert W. Lyons—appointed assist- 
ant administrator, St. Luke’s Hospital, 
Kansas City, Mo. 

Frank G. McPherson — appointed 


business manager, State Tuberculosis 
Hospital, Ashland, Ky. 


Ben B. Muslin— 
named purchasing 
agent for the He- 
brew University- 
Hadassah Medical 
Center to pur- 
chase supplies to 
begin work on a 
new $5,500,000 
Medical Center in 
Jerusalem. 


Dr. Ralph M. Patterson—appointed 
head of the new hospital at Ohio State 
University’s Health Center which will 
soon be completed. 


3 times... 


to prevent breakage 
in sterilization 


VIM’s triple annealing process 

removes strains caused by manufacture 
and bakes on the markings so they 

cannot be boiled, eaten or rubbed off. 
Tested to withstand 20% to 40% greater 
pressure without leakage than government 
standards require, VIM syringes.not 

only last longer, but functionbetter. 


hypodermic needles and syringes 


MACGREGOR INSTRUMENT COMPANY, NEEDHAM 92, MASS. 
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Sister Mary Paul, R.N.—appointed 
administrator, St. Luke’s Hospital, 
Greensboro, N.C. Formerly adminis- 
trator, Seton Institute, Baltimore. 


Sheldon Patton — appointed Assist- 
ant Director, Mandel Clinic, the out- 
patient clinic of Michael Reese Hos- 
pital, Chicago. He is currently en- 
rolled in the Northwestern University 
Graduate School, having completed 
academic work for a degree of Mas- 
ter of Hospital Administration. 


Ruth Lavaughn Raison—named act- 
ing superintendent, Johnson County 
Memorial Hospital, Franklin, Ind. 


Dr. Weaver B. Rogers—named super- 
intendent, Barboursville (W.Va.) State 
Hospital. 


Ruth A. Ruby, R.N.—has become ad- 
ministrator, Little Falls (N.Y.) Hos- 
pital. 


Dr. Howard A. Rusk—director, In- 
stitute of Rehabilitation and Physical 
Medicine, N.Y. University-Bellevue 
Medical Center was awarded the 1951 
Research Award of the APMA. The 
award was presented in recognition 
of Dr. Rusk’s research which has di- 
rectly been responsible for the rehabili- 
tation of many thousands of servicemen. 


Dr. May Sherman — has been ap- 
pointed associate medical director, Win- 
throp-Stearns, Inc. 


Robert M. Sigmond — appointed as- 
sistant executive director, Jewish Hos- 
pital, Philadelphia. 


Everett Solomon — administrator, 
Childress (Tex.) General Hospital. 


J. L. Thomas, Jr.—named adminis- 
trator, Guernsey Memorial Hospital, 
Cambridge, O. which is still under 
construction. 


Richard W. Trenkner—appointed ad- 
ministrator, Memorial Hospital, South 
Bend, Ind. 


James Weinzettel—named assistant 
administrator, Mound Park Hospital, 
St. Petersburg, Florida. 


Elmer E. Zaudke — has accepted a 
position as Business Manager, Tope- 
ka Medical Center. Formerly Business 
Manager, Hatcher Hospital Associa- 
tion, Inc., Wellington, Kan. 


Deaths 


Charles Dolezal, M.D.—assistant di- 
rector, American Hospital Association 
died March 19 in Passavant Hospital, 
Chicago. He was 51 years old. Dr. 
Dolezal became assistant director and 
secretary of the Council on Profes- 
sional Practice of the A.H.A. in 1948, 
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Push in rubber —HARRO-MATIC vial 


cap with thumb to dislodge 


center seal. 


P 


NO 


Shake viol until 


medicament is dissolved or suspended. 


Invert vial, close 


syringe, insert needle and withdraw 
contents. 


Write us to arrange for a HARRO-MATIC 
demonstration and exhibit at your 
hospital. 


195) 


A completely new concept in parenteral 


diluent in a single automatic unit. 


administration combining drug and 


TIME SAVER! 
MONEY SAVER! 
SAFER! 
TIME SAVER: 


Drug and diluent in one vial for 
instantaneous automatic preparation. 


MONEY SAVER: 


Minimizes preparation time, labor 
and expense. 


SAFER: 


Complete protection at the preparation stage. 
No air contamination. 


Now available in 


the vial. 


HEMATOCRIN INJECTABLE 
Lyophilized B complex with By», 
folic acid, liver and ascorbic acid 


ENSOLBEC-C 


Lyophilized B complex with ascorbic acid 


ENSOLBEC-C 500 mg 
ENSOLBEC-C with 500 mg. 
ascorbic acid 


“Univials, licensed by Univial Corporation, Rutherford, New Jersey 


Laborutory, Inc., 930 Newark Avenue, Jersey City 6, N. J. 


113-114-86-2 


- 
4 
the 1O-MALIC: vid 
| 
SIMPLE—EASY TO USE 
| 
— : 
\ 
4 
: 


CUTTER ANNOUNCES 


Saftitab* | 


STOPPER 


SIMPLIFY for SAFETY with CUTTER 


CLOSURE IMPROVEMENT | 


NS Additional Safety ‘Yy Easier and Faster 


Saftitab stopper keeps the bottle Just a flick of the wrist removes Eliminates lost needles. There is 
m pletely closed right up to the the molded-in tabs at the “air” no need for the extra needle nor- 
time of administration, even after and “‘outlet” openings. No extra mally used for puncturing ‘‘out- 


outer cap has been removed. diaphragm or liner to remove. let’ hole and “‘air’”’ hole. 


* Exclusive on Cutter Blood Bottles 


INCREASE SAFETY 


SIMPLIFY TECHNICS Blood Bottles 
CUT COSTS WITH 


Cutter Laboratories, Berkeley, California ... producers of sterile, pyrogen-free Cutter Saftiflask © Solutions 
*Cutter Trade Name 
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NECTION 
of special interest 

to operating room supervisors, 
surgeons, nurses and 

other O.R. personnel. 

Contributions are 

welcome. 


@ This entire O. R. Section is made available in the interests of Operating 
Room Personnel by Ethicon Suture Laboratories, Inc. 


MEMBERS OF THE NEW O. R. GROUP are shown above: From left to right they are: 
standing: Mary A. Ritchie, administrator, Carson Tahoe Hospital, Carson City; Helen F. 
Allison, O.R.S. also of Carson Tahoe Hospital; Frances Sheehan, O.R.S. and Maida J. 


Pringle, Supt., both of the Washoe Medical Center; and Grace Root, O.R.S., St. Mary's 
Hospital. 

Seated are: Helen Patton, night O.R.S., Washoe Medical Center; Melba Kaminaka, 
assistant O.R.S., Veterans Hospital; Eva Young, O.R.S., Veterans Hospital; Eleanor Bryson, 


O.R.N., St. Mary's Hospital, and Agnes Pfiefer, assistant O.R.S., St. Mary's Hospital. 
Unable to attend was Sister Xavier, O.R.S., St. Mary's Hospital. 


Newest O.R. Group to Organize 


HE newest Association of Operating Room Nurses is to be found in the Reno, Nevada 
area. Meeting April 5 at the Washoe Medical Center and with the aid of the Center’s 
administrator, Clyde Fox, Jr., the group officially organized. 

Their first task was to elect Association officers. Elected President was Mrs. Frances Shee- 
han, O.R.S., Washoe Medical Center. Agnes Pfiefer, assistant O.R.S., St. Marys Hospital, was 
chosen Secretary-Treasurer. 

Plans were made for the second meeting scheduled for May 10 at the Washoe Medical Center. 
All outlying hospital O.R. nurses have been invited to attend. Those asked are from Riverside 
Hospital, Susanville, Calif., Churchill Public Hospital, Fallon, Nev., Pershing General Hospital, 
Lovelock, Nev., and Walker River Indian Hospital, Schurz, Nev. 
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New Central Supply Room 
at Peter Bent Brigham 


By PAUL F. NOCKA 


Markus and Nocka, Architects and 
Engineers 
Boston, Massachusetts 


in collaboration with 


DR. CARL W. WALTER 


Assistant Professor of Clinical Surgery 
Harvard Medical School and 
Peter Bent Brigham Hospital 

Boston, Massachusetts 


Reprinted with permission from the September, 1950 
HOSPITAL MANAGEMENT 


“Exhaust Slo? \ 


|. Problem 

The development of a more efficient Central Supply 
Room than the conventional type, with improvement spe- 
cifically demanded in the following categories: 

A. Quality Control 

B. Supervision 

C. Production Control 

D. Process Flow and Methods 


Il. Design Analysis 

A. QUALITY CONTROL — Only by centralizing the en- 
tire responsibility of the Central Supply Room in one 
person can a consistently high quality of sterile supplies 
be maintained. When properly standardized, the various 
repetitive operations such as folding linen, assembling kits 
and sets, and preparing solutions can be well done by 
any reasonably intelligent lay workers after a short train- 
ing period. Wherever possible, however, the human ele- 
ment in the actual sterilizing process should be entirely 
eliminated to avoid attempted short cuts at times of 
heavy loads. Obviously, then, it is necessary to design 


FIG. | (below): An unusual overhead perspective shows every detail 
of the final arrangement of Peter Bent Brigham Hospital's new 
central supply room, as set up following exhaustive study 
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all processing areas and especially the sterilizing area so 
as to be visible from the supervisor’s station. 

B. SUPERVISION — In the conventional Central Supply 
Room, which is usually a series of related rooms with 
receiving at one end and issuing at the other, continuous 
supervision of all work areas is difficult if not impossible. 
Furthermore, as in modern industry, production methods 
and flow have been found to be greatly facilitated by un- 
obstructed space where at a glance the entire depart- 
ment can be surveyed. 

Optimum centralized supervision requires a wider and 
shorter space than the conventional long narrow area 
generally available in hospitals between corridor parti- 
tion and outside wall. Space for the new Central Sup- 
ply Room at Peter Bent Brigham Hospital was, therefore, 
allocated in a court approximately 35’x 70’ between two 
existing wings near the geographical center of the ward 
wings and directly adjacent to the operating rooms but 
one floor removed. 

C. PRODUCTION CONTROL — To get an overall picture 
of the various types of work performed and of their inter- 
relation, a hypothetical work flow analysis diagram, Fig- 
ure 2, was first made. From this, it is apparent that the 
work falls into three major divisions, namely, unsterile, 


sterilizing, and sterile. Unsterile and sterile can be fur- 
ther divided into receiving and processing in the former, 
and blood bank processing, storage and issuing in the 
latter. 


An extremely important over-all requirenient, however, 
is positive control. From the nature of this work it is 
obvious that there must be complete segregation of func- 
tions but with unobstructed vision for supervision. From 
this word picture one can visualize a basic figure eight 
pattern with unsterile processing in one loop, sterile proc- 
essing, and storage in the other with sterilizing and super- 
vision at the junction of the two loops. 


At Peter Bent Brigham Hospital, the Central Supply 
Room operates on a 24-hour service basis. To meet the 
hourly demand variations, a time schedule for personnel 
was established by the supervisor. Figure 3. 


D. Process FLOW AND METHODS — Process flow charts 
were made of all the work performed in the old Central 
Supply Room. The charts were given the same routine 
study devoted to processing analyses in modern industry. 
As a result, sequences were altered to eliminate back- 
tracking, scattered operations were combined where pos- 
sible, and much waste motion was eliminated. Increased 
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FIG. 2: The first step was formulation of a hypothetical work flow analy- 
sis diagram, from which the three major work divisions were ascertained 


or better mechanization was resorted to in a few instances, 
as for example, glove, syringe, and needle washing and 
drying. 

With the simplification completed, revised process flow 
charts were prepared as a guide to work area layout, 
two samples of which are shown in Figure 4. It is in- 
teresting to note that during the routine checking for prep- 
aration of the process flow charts, numerous processes 
were found to be entirely unnecessary and were therefore 
eliminated. 

Ill. The Solution 

The above criteria were translated into a workable 
plan with considerable study given to the best location of 
each work station to produce the desired work flow, after 
which came the designing of the most efficient work place 
layout for each successive task. Figure 5. 

Except for clean and soiled linen, all receiving and is- 
suing is at either side of the supervisor. From her desk, 
the entire work room is visible to her left, the sterilizers 
through a glass screen directly ahead, and sterile stor- 
age to her right. To create the illusion of a barrier so 
as to discourage undesirable traffic from the work room to 
sterile storage and vice versa, the ceiling is suspended to 
door height from the sterilizer enclosure to the receiv- 
ing and issuing windows. 

The door in the blood bank and the one adjacent to 
the locker room are legally required for exits but traffic 
through them is discouraged by hardware operated only 
from the inside. However, it seems logical to allow the 
linen traffic in and out at the latter door since the laun- 
dry is in that direction and the bulk of this movement is 
quite large. 

The actual structure was a natural product of the above 
analysis, its form and materials being dictated by the 
functions to be housed, space available, and economy. 


LIC 


The floor is asphalt tile on a slab poured over cinder 
concrete blocks placed directly on grade, the blocks pro- 
viding insulation against the ground temperature and 
eliminating the possibility of condensation during the sum- 
mer. The outside brick walls are load bearing, support- 
ing the roof without intermediate columns. The roof is 
a built-up type on flat slab using hollow cinder concrete 
filler blocks with projecting bottom flanges. These blocks 
form a homogeneous, inexpensive, and durable ceiling with 
good sound absorbing and heat insulating characteristics, 
thus avoiding ceiling condensation in winter. 

Sterilizers are operated by closing the door, simulta- 
neously closing the switch that starts the sterilizing cycle, 
and tripping a door lock that impounds the load until it 
has been exposed to saturated steam at 250° F. for thir- 
ty minutes. The sterilizer is operated by a timer control- 
ling motor operated valves that turn the steam into the 
various chambers at the proper time. The control panels 
for the sterilizers are mounted on the supervisor’s desk 
so that she is in command of the sterilizer at all times. 

Properly packaged supplies are loaded on the car- 
riage in the work room, wheeled to the sterilizer cubicle, 
and pushed into the sterilizer. After sterilization, the 
supplies are dated with a rubber stamp in delible ink. 
The truck is then pushed to the sterile storage area for 
unloading. 

The heating and ventilating system has been made a 
by-product of sterilization. 

The windows are sealed. The sterilizers are not in- 
sulated in order to speed up the cooling cycle and in 
cooling they provide heat when required in the Central 
Supply Room by recirculation of air. A two-speed ven- 
tilating fan suspended near the ceiling in the sterilizer 
enclosure exhausts air from the Central Supply Room 
through a vent right and left over each sterilizer to re- 


FIG. 5: A work flow diagram, no longer 
theoretical like Fig. 2, but definitely 
adapted to the area and process of Peter 
Brigham's central supply 
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FIG. 3 (left): Compilation by the super- 
PERSONNEL s14| WORK WORK HOURS visor of a time schedule for personnel 
NO DESCRIPTION NOON MIONIGHT enabled management to meet hourly 
NO TYPE a demand variations in Peter Bent Brig- 
T ham's 24-hour central supply service. It 
| | also embodies a detailed “job descrip- 
a tion,” thus doing away with uncertainty 
HELPS AUTOCLAY pe about areas of activity for various 
} | individuals 
PUNCTU | 
STORES ge | FIG. 4 (below): Two examples of a 
1 | i revised process flow chart—for solu- 
ORE | | | | tions and needles. Such simplified forms 
LAY Suse ies serve as a guide to work area layout, 
DRYGOODS FOR SUPPLIES seg y 
WORKER & STERILIZATION aaa | ii] | and eliminate many former superfluous 
processes 
LAY 3 PROCESSES NCEOLES | 
WORKE REPLACES ABSENTEES | | 
| OPERATION ANALYSIS 
LAY MAKES UP SETS | i; | | | ] | 
4 PROCESSES TUBES & 
WORKER GLASSWARE Lit ++ OPERATION Seltiens OPERATION Necdies 
5 | SOvution processine LOCATION Centro! LOCATION Central Supply 
OBSERVER nam JOBSERVER man. 
AUTOCLAVING | | | | DATE Aprit 10, 1998 DATE Apel 10 1948 
ISSUES WARD SUPPLIES | | || | | 
1 | CLEANS SPECIAL STOMACH | Nel PROCESS PROCESS 
WORKER WASHES FLASKS & TUBING | | || Recewe Frasx 1| Recewe Neemes | 
| | | JO}! | Recews_Neeo 
| | cat To Borne tWasnen 4 
DISASSCMBLES SETS | 
LAY ASSEMBLES BASIC OR | [S| Wasm ss 
WORKER AUTOCLAVES DRYGOODS | | | 2 | 6 | Fiven Waren 
WASHES & DRIES GLOVES | | 17| Rinse 3 |O}7| Fevsn-Sverron 
- 8 | To Davine Rack | Day - Tower 
| | Oav - _ 
ANSWERS DOOR | q 
FILES REQUISITIONS | Dew | Sear Foe | 
EMPTIES BASKETS | | 10| To For Bunns 
| Uv HELPS SOLUTION worker ||| | | | | | | [to Gan 
WORKER HELPS FOLD LARGE LINEN | | Ave 
“ASSEMBLES PENICILLIN | | 112 | Ave Disruceo Waren | 12] Game 
| 13] Pur On Car CSR 
14} | To Tas Tavew 14) Pao Comraiven 
RUN ERRAN | | | 115| Tavew 15| Insear Neenre 
SPLINT STOREROOM | | To Avrocuave Pao Heao 
SORT WARD OPD COVERS | | | oan Aurociave To Ker 
HIGH DELIVER.CLEAN OXYGEN | | 18] inseny 
2 |SCHOOL EQUIPMENT | nose Avroctave 
GIRLS Emery € CVENING | 19) Ser Cowrnois To Auroccave 
REPLACE A ABSENTEES | | 120, Sremnize 20, Leas Aureccave 
VASCLINE GAUZES | Oren Avrociave CroseDoon 
22| Remove Tavex 22, SerContans | 
Loves | 23) To Surry | 
2 PROCESS SYRINGES 
WELP OTH | 
26) To Sreane | 
BLOOD GANK 27| Srone 
Te lasuc Winoow 
lasue 


move heat and steam from the ceiling and through a duct 
inside the ledge at room base height traversing the out- 
side walls of the work room and blood bank under the 
counters. These base ledges have a continuous slot at 
the toe space to remove cold air from the floor and anoth- 
er at the window sills connecting to the duct behind the 
transite dado which removes the air chilled by the win- 
dows. 

The return air after passing through the fan in the 
sterilizer enclosure is discharged through a duct to the 
outside wall, or, if the room thermostat calls for heat, 
a modulating damper allows the air in varying amounts to 
be filtered and re-circulated into the work room and blood 
bank sides through grilles near the ceiling. The make-up 
air comes from the corridors. The fan is designed to pro- 
vide seven air changes in winter and fifteen changes in 
summer. 

Lighting is by means of direct type ceiling mounted 
fluorescent units with a small upward component which 
lights the ceiling. Thirty-two foot candles of light are 
provided in the werk room at counter level. Except for 
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the blood bank location, these lights are on continuously. 
With the exception of the needle sharpening station, no 
local lighting has been found necessary. 

With the Central Supply Room given a more central 
location, more open space and carefully planned work 
flow and work station layouts, one would wish to know 
what precise gain in efficiency has actually been accom- 
polished. However, to determine this with a reasonable de- 
gree of accuracy would be a difficult and expensive pro- 
cedure. In industry where accurate production records 
are a required routine, it would only be necessary to es- 
tablish a numerical comparison of the before and after 
figures, but in hospital work, it is not feasible to keep 
such records because of the many variables present. For 
a similar program in industry, one would certainly ex- 
pect an efficiency increase of between twenty-five and fifty 
per cent which could be in the form of increased output, 
decreased labor, decreased cost, or improved quality. In 
this case, it appears reasonably evident that all four of 
these objectives have been a to a satisfactory 
degree. 
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Anesthesiology Today 


Jive rapid development of anes- 
thesiology is a major factor 
in the tremendous increase in 
number and extent of surgical opera- 
tions performed since the war. New 
anesthetic agents and new ways of 
administering them make _ possible 
many more operations to combat crit- 
ical illness and to make people more 
physically fit. 

Findings in anesthesiology also per- 
mit new methods of treatment with 
medicines and by inhalation proce- 
dures. 

In fact, anesthesiology is now a full- 
fledged medical specialty. The mod- 
ern hospital has established the De- 
partment of Anesthesiology to super- 
vise its anesthesia activities and to 
train new specialists. The ultimate 
goal is a sufficient number of well 
trained anesthesiologists to insure 
comfort and safety to all patients. 

The first function of the Depart- 
ment of Anesthesiology is its partici- 
pation in the care of the surgical 
patient. This care is a coordinated 
effort of the internist, surgeon, and 
anesthesiologist. Each respects the 
opinion of the other and works for 
the welfare of the patient. The care 
of surgical patients is divided into 
three phases: the preoperative, op- 
erative, and postoperative. 

Before their operation, many pa- 
tients are apprehensive and likely to 
be confused by the necessary hospital 
routine. One of the duties of the 
anesthesiologist is to visit the pa- 
tient before he goes to the operating 
room, usually the day before. Dur- 
ing this interview, an attempt is made 
to allay apprehensions and to reas- 
sure him. The choice and conduct of 
anesthesia are discussed with the pa- 
tient; and, if indicated, plans are 
made to start the anesthetic in his 
room. Premedication is ordered to 
meet the needs of the particular situa- 
tion. The medication most often 
used is a barbiturate for its sleep 
producing effect, a narcotic for both 
its hypnotic and pain relieving action, 
and one of the belladonna group of 
agents to suppress the undesirable re- 
flexes of the parasympathetic nervous 
system. The dosage has to be individ- 
ualized because it depends on many 
factors, some of which are the age 
of the patient, physical condition, 
amount of pain present, etc. In some 
patients not all these agents may be 
used. In surgical patients complicated 


Reprinted with permission from THE COUR- 
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By Charles S. Coakley, M.D. 
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Anesthesiology, George Washington University Hospital, Washington, D.C. 


TEACHING ANESTHESIOLOGY—Students get prelim- 
inary instruction about nerve diagnosis and therapy 
in the hospital conference room. Dr. Coakley uses the 
skeleton to locate nerves which can be anesthetized 
to help relieve pain or treat a circulatory disorder. 


by asthma, the use of avertin as the 
premedication agent of choice is pref- 
erable both for its hypnotic effect and 
the effect of dilating the air passages. 

The anesthesiologist also reviews 
the history, physical examination and 


‘laboratory reports. Any diseases 


of the respiratory, cardiovascular, and 
urinary systems are carefully checked. 
Frequently, the anesthesiologist is the 
last physician to review these phys- 
ical findings prior to surgery, and 
thus he has a better opportunity to 
discover peculiarities about the pa- 
tient which may need special atten- 
tion in the giving of the anesthetic 
or by the surgeon in performing the 
operation. Occasionally such condi- 
tions as diabetes may be discovered 
in patients not suspected of having 
the disease by the finding of sugar in 
the routine urinalysis. The preoper- 
ative blood count may reveal an 
anemic condition severe enough to 
require blood transfusion prior to or 
during surgery. A fresh head cold 
may have developed since the patient 
saw the surgeon which may necessi- 
tate postponing the operation. Usu- 
ally the day before the operation the 
anesthesiologist discusses his obser- 
vations with the other members of the 
team, the internist and the surgeon. 
During the operation, it is the job 
of the anesthesiologist to produce the 
best operating conditions for the sur- 
geon without altering the normal 
physiology of the patient. Any devia- 
tion from this normal, especially in 
the respiratory and circulatory sys- 
tems, must be promptly recognized 
end proper resuscitative measures 
started. The use of the stethoscope 
and observation of the pulse are help- 


ful but often inconclusive as to the 
status of cardiac action. In some of 
the more extensive surgical proce- 
dures, such as cardiac and pulmonary 
surgery, the use of the electrocardio- 
graph during surgery has been very 
helpful in determining minimal early 
changes in the action of the heart. 

The clinical observation of the col- 
or of the skin, mucous membranes, and 
blood have been helpful but can be 
inaccurate in determining the degree 
ef oxygenation of the blood. There- 
fore, the oximeter, an instrument that 
is attached to the ear lobe and does 
accurately measure changes in blood 
oxygenation is used by the anesthe- 
siologist. 

The maintenance of fluid balance 
and blood replacement is likewise su- 
pervised by the anesthesiologist. Flu- 
ids lost either prior to or during sur- 
gery are administered into a vein dur- 
ing the operation. The development 
of blood banks has done much to ad- 
vance surgery. Before the operation 
is started, blood is typed and cross- 
matched so that proper blood will be 
ready for that particular patient. The 
amount of blood prepared is deter- 
mined by the amount necessary to 
bring the blood volume to a normal 
level plus the anticipated loss occur- 
ring during surgery. Blood is sup- 
plied without charge by the Red Cross 
whose only request is that the family 
replace the blood at the Red Cross 
Blood Bank. 

In the postoperative phase, the anes- 
thesiologist visits the patient and 
checks for any possible complications. 
Many of these can be prevented; oth- 
ers, if treated promptly, can be min- 
imized. The anesthesiologist’s instruc- 
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tions to take deep breaths, turn fre- 
quently, and to clear airways by cough- 
ing do much to prevent complications. 
The postoperative use of oxygen, ther- 
apeutic nerve blocks for pain relief, 
and aspiration bronchoscopy to clear 
the respiratory passages are all func- 
tions of the Department of Anesthe- 
siology. 

During the past year at The George 
Washington University Hospital, 9267 
anesthetics were administered for sur- 
gical and obstetrical procedures. All 
types of anesthesia make up this 
group. These consist of intravenous, 
inhalation, spinal, regional nerve 
blocks, and topical anesthetics. 

Sodium pentothal, an intravenous 
anesthetic is used in the majority of 
our patients. It is a pleasant, easy 
way to go to sleep and for this reason 
is used with other types of anesthesia. 
Most patients are given sodium pen- 
tothal prior to the administration of 
an inhalation anesthetic with which 
you are familiar as a gas breathed 
from a face mask. Many spinal and 
local anesthetics are supplemented by 
small amounts of sodium pentothal. 

The large number of extensive sur- 
gical procedures being done by our 
surgeons in the fields of neurological, 
thoracic, plastic and tumor surgery 
have increased the responsibilities of 
the anesthesiologist. These procedures 
are frequently lengthy and done in 
positions where access to the air pas- 
sages may be difficult. To insure a 
safe anesthetic, an endotracheal tube 
is used. This is a rubber or plastic 
tube placed in the windpipe and con- 
nected to an anesthetic machine. Thus 
the anesthesiologist has complete con- 
trol over the respiratory exchange of 
the patient. The field of regional nerve 
block anesthesia has been developed 
to fill the gap of that group of pa- 
tients where general anesthesia would 
be unsafe. A good example of this 
is the use of caudal anesthesia in the 
obstetrical patient with a premature 
baby. This choice of anesthesia elim- 
inates any possible depression of the 
premature infant by the various drugs 
used for pain relief. 

Giving of anesthesia is the primary 
function of the Department of Anes- 
thesiology, but a second important 
part of its program is the perform- 
ance of therapeutic and diagnostic 
nerve blocks. Many of the pain prob- 
lems are referred to the department 
for study. Some of these can be re- 
lieved by injecting a local anesthetic 
agent into the nerves supplying the 
painful area. Blocking of nerves sup- 
plying the blood vessels in areas 
where circulation is impaired some- 
times helps by dilating the vessels in 
this area thus increasing the circula- 
tion to the particular part. These 
blocks are also helpful in determining 
whether or not a surgical operation 


needs to be performed. If the block 
produces a temporary relief of symp- 
toms, then the surgical interruption 
of these nerves will offer a more pro- 
longed or permanent relief. Thus the 
patient may be saved a surgical pro- 
cedure if this block does not afford 
relief. 

The third function of the Depart- 
ment of Anesthesiology is the direc- 
tion of all inhalation therapy. The 
latest developments in oxygen therapy 
techniques and equipment are avail- 
able at the George Washington Uni- 
versity Hospital. Equipment such as 
an iron lung, oxygen tents both for 
adults and children, premature infant 
bassinettes with piped in oxygen, nebu- 


lizers for the inhalation of various 
medications, nasal and oral oxygen 
outfits, ete., are installed and main- 
tained by two trained oxygen tech- 
nicians under the supervision of the 
Department of Anesthesiology. An av- 
erage of 33 inhalation therapy units 
are used daily throughout the hospital. 
Any postoperative patient whose oxy- 
gen demands are increased are given 
oxygen therapy of some type. Some 
examples of this group would be re- 
duction of pulmonary function; such 
as, following chest surgery, limita- 
tions of cardiac reserve as in those 
patients with coronary artery disease 


(Continued on next page) 


COOL AIR—Frank Villair, oxygen technician, regulates the temperature control of 
the oxygen tent. Inside the plastic canopy of an oxygen tent a temperature of 65° 
Fahrenheit is maintained to afford comfort to the patient and to assure maximum 


benefit from the oxygen therapy. 


UNOBSTRUCTED AIR WAY—Head operations done with the patient in a Fie 
“sitting position require the use of endo-tracheal equipment. Plastic tubes Po 
inserted directly into the wind-pipe, by way of the nose or throat insure 
unobstructed breathing while gas is administered. Here Dr. Paula Kaiser 
adjusts the equipment for intra-venous fluids and sodium pentathol, while 
Dr. Sait Akoguz regulates the apparatus for the supplementary inhalation 


anesthetic. 
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ANESTHESIOLOGY continued 


or heart failure, and conditions such 
as toxic thyroids or febrile conditions 
where the increased metabolism de- 
mands more oxygen. 

Medical patients with reduction in 
blood oxygen are given oxygen. Into 
this group fall those patients with 
pneumonia, heart conditions, drug poi- 
sonings, etc. 

The fourth function of the Depart- 
ment of Anesthesiology is that of re- 
suscitative procedures throughout the 
hospital. Any depression or inter- 
ference with the normal physiology of 
respiration or circulation demands 
prompt and definitive treatment. For 
such conditions as shock, obstructed 
air passages, barbiturate poisoning, 
asphyxia neonatorum, etc., the anes- 
thesiologist is always available to con- 
sult with the medical man, the sur- 
geon, or the obstetrician. The estab- 
lishment of an airway for the adminis- 
tration of oxygen by such procedures 
as an endotracheal tube, catheter or 
bronchoscopic aspiration, and the use 
of blood transfusions either intraven- 
ously or intra-arterially are frequent- 
ly life-saving procedures. 

The fifth function of the Depart- 
ment of Anesthesiology is that of 
teaching anesthesiology to both the 
graduate and undergraduate students. 
During the junior and senior years, the 
medical students are given formal lec- 
tures, informal seminars, and clinical 
clerkships in anesthesia and oxygen 
therapy. The medical graduate in order 
to qualify as a specialist in anesthesi- 
ology must complete a year’s intern- 
ship, two years of residency training 
in an accepted training program, and 
three years in the full time practice 
of anesthesiology. To become certified 
by the American Board of Anesthesi- 
ology, he must satisfactorily pass a 
written, a practical, and an oral ex- 
amination. Since the opening of the 
new University Hospital, 12 residents 
have trained entirely in this depart- 
ment and 7 residents as affiliates from 
Massachusetts General and Veterans 
Hospitals received part of their train- 
ing here. At the present time there 
are 6 residents in training. For the 
past 5 years, a week’s intensive post- 
graduate course in anesthesiology has 
been given each year to anesthesiolo- 
gists from all over the country. 

The sixth and last function of the 
Department of Anesthesiology is that 
of research. Both laboratory and clini- 
cal research programs have been made 
possible at the University Hospital by 
various research grants. Investigation 
of new agents and technics is a re- 
sponsibility that all teaching programs 
must accept. Some of the programs 
carried on have been: a study of the 
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SHAY MEDICAL AGENCY 


Blanche L. Shay, Director 


Pittsfield Bldg., 55 E. Washington St. 

Chicago 2, Illinois 

POSITIONS OPEN 
ANESTHETISTS: (a) New England. 175 bed 
hospital, fully approved, in city of 40,000 
easily accessible to all large eastern cities. 
Very desirable living quarters furnished. $350 
maintenance. (b) South. 125 bed hospital, 
fully approved; nurses training school. $375 
maintenance. (c) Middle West. 150 bed hos- 
pital beautifully located on shores of Lake 
Michigan. $375 maintenance. (d) Northwest. 
200 bed hospital affiliated with State Col- 
lege; located in city of 50,000 in beautifully 
scenic area. Call duty very light. $375 plus 
maintenance. 


Note to Supervisors 


If you are an Operating Room Su- 
pervisor and are not now receiving 
HOSPITAL TOPICS personally ad- 
dressed to you, send your name, the 
name of your hospital and its com- 
plete address to us. 

We will enter a year’s subscription 
to HOSPITAL TOPICS for your 
own personal use without charge. 


Note: The Editors of Hospital Top- 
ics and Buyer’s Guide entirely con- 
trol the selection of material used 
in this O.R. Section. 


Ethicon Suture Laboratories, Inc. 
New Brunswick, N.J. 


effect of various inhalation agents and 
technics on the lungs, investigation 
and introduction of a synthetic muscle 
relaxant which has safely reduced the 
amount of ether previously used, and 
a new intravenous anesthetic. 

During the past year, clinical in- 
vestigation of “Syncurine”’, a syn- 
thetic muscular relaxant, has shown it 
to be safer and just as effective as the 
curare preparations. Muscular relaxa- 
tion, which is essential to good sur- 
gery, can be obtained without the use 
of large amounts of ether. Thus many 
of the unpleasant effects of ether have 
been eliminated. Some of these are the 
delayed recovery time and the nausea 
and vomiting that sometimes follows 
an ether anesthetic. “Syncurine” has 
been used and carefully observed in 
over 1200 cases without any ill effects. 
At the present time investigation 
of other muscular relaxants is in 
progress. 

The functions of the present day 
Department of Anesthesiology far ex- 
ceeds that of pouring ether. To meet 
these needs, adequate professional per- 
sonnel must make up the anesthesi- 
ology staff. 
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STERILITY 
suTuRES TUBES 
Proven 


les are 
visible, restless: 


free. 


Seanlan Sutures are available with the time-saving, money 
saving advantages of all-glass, double germicidal pro- 
tection. You can see the Sterile “Tubes deeply immersed 
in alcoHol in the Steriljar, immediately ready for surgery. 
This saves many valuable hours every week in preparation 


time and labor, reduces tube breakage due to handling. 


ELIMINATE EQUIPMENT AND SUPPLY EXPENSES 


The Steriljar’s plastic screw cap prevents evaporation o1 
leakage. No additional germicide to buy—Sterile Tubes 
are generously covered. The jar itself is reusable as a 


transparent, sterile utility container. 


DEPENDABILITY IS INSURED 


Scanlan Sutures are warranted sterile—tested when made, 
double sealed for protection. Only select suture materials 
are used—tested for unitormity of strength, flexibility, 


and absorption. 


Write for illustrated Schedule 2074 of 


Scanlan Sutures for every purpose. 


Oteo Chemical 


OHIO CHEMICAL & SURGICAL EQUIPMENT CO. 
A DIVISION OF AIR REDUCTION COMPANY INCORPORATED 
1400 E. WASHINGTON AVENUE . © MADISON 10, WISCONSIN 


Branch offices in principal cities. Represented on the West Coast by 
Ohio Chemical Pacific Company, San Francisco; in Canada by Ohio 
Chemical Canada Limited, Toronto, Montreal; Internationally by 
Airco Company International, New York City. 


OHIO HOSPITAL EQUIPMENT — Heidbrink Anesthesia Appa- 
ratus ® Ohio-Heidbrink Oxygen Therapy Apparatus @ Kreiselman 
Resuscitators ® Scanlan-Morris Sterilizers © Ohio Scanlan Surgical 
Tables © Operay Surgical Lights © Scanlan Surgical Sutures ® Steril- 
Brite Furniture © Recessed Cabinets ® U.S. Distributor of Stille Instruments. 


OHIO MEDICAL GASES — Oxygen ® Nitrous Oxide © Cyclo- 


propane ® Carbon Dioxide © Ethylene © Helium and mixtures ® Also 
Laboratory Gases and Ethyl Chloride. 
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lighten your clinic load 


reduce cardiac invalidism 


as reported in American Practitioner 


An investigation at Jefferson-Hillman Hospital in Birmingham has 
demonstrated that 


“It is practical to maintain large groups of patients with congestive heart 
failure on a clinic or out-patient status...”’ 


The study was designed to find ways of saving beds, cutting costs and 
reducing invalidism. Results were gratifying. Admissions were decreased; 
patients enjoyed a more normal life; costs were reduced. 


method: systematic mercurial diuresis 


“The results of our treatment in 125 patients with congestive heart 
failure with edema who have been followed for the past two years in 
Cardiac Clinic have been uniformly good with parenteral, oral 

and rectalt Mercuhydrin preparations. ... Routine treatment with 
parenteral Mercuhydrin on an out-patient basis is facilitated by 
adjunctive use of Mercuhydrin tablets and suppositories?.” 


MenCcur 


*Riser, A. B.; Kahn, S. S.; Pardue, W. P., Availability: MERCUHYDRIN (meralluride 
and Lawrence, W. E.: Mercurial Diuretics in sodium solution), 1 cc. and 2cc.ampuls; 10 ce. vials. 
the Treatment of Congestive Heart Failure. 

American Practitioner (January) 1951. Tablets Mercuhydrin with Ascorbic Acid, bottles 
Reprint available on request. of 100 simple sugar coated tablets, each containing 
meralluride 60 mg. (equivalent to 19.5 mg. 
of mercury) and ascorbic acid 100 mg. 
+MERCUHYDRIN Suppositories are an experimental 
preparation and are not available commercially 
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